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CHAPTER 1 
INTRODUCTION 


In typical military jet, turbine engines provide the lifeline to the three major aircraft 
systems—power generation system, environmental control system, and fuel system. Accessory 
shafts power accessory drives which pressurize aircraft hydraulic systems and drive electrical 
power generators (Moir & Seabridge, 2008). In addition to providing the primary means of 
thrust, turbine engines supply bleed air to Environmental Control Systems (ECS). Additionally, 
bleed air provides pressure for hydraulic reservoirs and fuel tanks (Moir & Seabridge, 2008). 
This simple overview of aircraft systems interconnectedness and interaction highlights the 
complexity of conventional military aircraft systems. In short, four main forms of energy exist in 
the conventional architecture—pneumatic, hydraulic, mechanical, and electrical. Increasing 
complexity can reduce overall aircraft efficiency. For instance, a fault in bleed air valve or 
channel could cascade throughout each of the three major aircraft systems. An alternative to 
conventional aircraft architecture was found in a more electric aircraft (MEA), which alleviate 
the power generation system of its hydraulic components. Electrical power systems, which are 
believed to be far more efficient, would account for all on-board power management and drive 
systems (Rosero, Ortega, Albada, & Romeral, 2007). This would remove heavy hydraulic 
pumps, lines, and valves and reduce aircraft dependence on bleed air, a costly feature which 
requires conditioning to desired temperatures and pressures for use. 

Flight control, one of the most important facets of powered flight, was transformed by the 
establishment of MEA architecture. Flight control systems have made considerable advances 
over the years, from the Wright’s first glider which relied on manually warping wings to the F- 
35 Joint Strike Fighter (JSF) whose design is aerodynamically unstable and requires fly-by-wire 
technology. Modem aircraft employ fly-by-wire and auto stabilization processes executed by an 
on board flight computer in order to maintain flight control (Moir & Seabridge, 2008). 

Flight control systems utilize primary and secondary control surfaces to maneuver in 
pitch, roll, and yaw situations and dampen oscillations associated with those tasks, such as a 
Dutch Roll under roll/yaw maneuvers. Primary flight control surfaces include the following 
components for a tactical jet: canard, flaperons (flaps and ailerons), and rudder. Canards are used 
in fixed wing airframes, like most modem fighter aircraft and render the aircraft unstable, 
necessitating an active computer driven control system (Moir & Seabridge, 2008). Secondary 
flight surface provide high lift control by increasing wing camber and improving wing 
aerodynamics (Moir & Seabridge, 2008). A cost associated with increased lift from secondary 
devices is increased drag. However, combat aircraft are equipped with high thrust capable 
engines which can overcome this penalty. 

Flight control linkage systems connect the pilot with the control surfaces responsible for 
maneuvering. Combat aircraft typically employ a push-pull rod assembly while commercial 
aircraft utilize a cable and pulley scheme. In both setups, trim units, feel units, and power control 
units (PCUs) provide the pilot with the mechanical advantage necessary to execute maneuvering 
commands under enormous loads in high speed flight. 

“The key element in the flight control system, increasingly so with the advent of fly-by- 
wire and active control units, is the power actuation” (Moir & Seabridge, 2008). Traditional 
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powered flight controls are made up of a hydraulically powered linear actuator, servovalve to 
direct hydraulic flow and mechanical feedback and summing linkages to achieve pilot command. 
Eventually, multiplex redundant actuation was made possible through fly-by-wire-solutions, 
comprising multiple electrical and hydraulic signals as opposed to one mechanical linkage. 
Introduction of alternating current electrical systems permitted the development of an Integrated 
Actuator Package (IAP) (Moir & Seabridge, 2008). IAP’s utilized a three phase constant speed 
electrical motor to drive a variable displacement hydraulic pump and power the actuator ram. 
Continuous operation of the hydraulic pump, characteristic of IAP designs, presented significant 
power losses and heat generation over flight duration. Electro-Hydrostatic Actuators (EHA’s) 
alleviated this problem via power on demand operation. Power on demand operation was made 
possible by using power electronics to drive a variable speed motor which pressurized a fixed 
hydraulic pump (Moir & Seabridge, 2008). EHA’s offered improvements over traditional 
hydraulic flight controls, but still suffer from some disadvantages with the use of hydraulic 
fluid—leakage, weight, and maintenance (Pointon 2007). Finally, increasing pace in aviation 
towards a MEA through advancement in permanent magnet direct current (PMDC) motors 
operating at 270 Vdc, high power solid state switching devices, and lightweight microprocessors 
yielded the Electromechanical Actuation System (EMAS), which completely eliminated the need 
for hydraulic energy (Moir & Seabridge, 2008). Electromechanical Actuators (EMA’s) utilize 
power/control electronics to operate an electric motor which drives a mechanical transmission 
typically made up of a reduction gear box and a ball/roller screw (linear actuator) or flanged 
housing (rotary hinge-line actuator) assembly (Pointon 2007). “The basic building blocks for 
control actuator are solid-state power electronics and variable speed motor drives.” (Rosero, 
Ortega, Albada, & Romeral, 2007) 

EMA’s offer features such as power on demand, reduced weight and maintenance, and a 
reduction in lifecycle costs. EMAS provide an energy efficient means to flight surface control, 
thus reducing loads required by conventional hydraulic systems. However, several thermally 
related EMAS challenges remain unanswered. Therefore, an effort was undertaken in order to 
characterize the energy loads associated with this alternative actuation and its systems level 
effect. The work described in this thesis is primarily concerned with the thermal management of 
EMAS. The objectives of the research outlined herein include: 

► Review of various thermal management methods and their effectiveness 

► Research and analysis of dynamic environment conditions experienced in missions with 
respect to a modem tactical aircraft 

► Construct a Test Apparatus capable of experimentally characterizing EMAS heat 
generation and subsequent cooling requirements which: 

° Implement dynamic environment conditions 

° Is capable of integrating thermal management proof of concepts 
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CHAPTER 2 
BACKGROUND 


EMAS architectures are distributed and can provide increased survivability and aircraft 
maintainability, and reduced ground service requirements when compared with traditional 
centralized hydraulic systems (Croke, 1994). EMA’s substitute hydraulics with an electric motor 
and mechanical transmission to provide the motive force which moves the surface. EMA’s have 
been used in the past for utility purposes, but the power and response times of such actuators 
were less than that required for flight control actuation (Moir & Seabridge, 2008). Three 
technology advancements supported EMA viability: rare earth magnets for 270 Vdc motors, high 
power solid state switches, and lightweight microprocessors for actuator control (Moir & 
Seabridge, 2008). EMA’s became attractive candidates for hydraulic actuation replacement 
because of their power on demand characteristic which remedied inefficiency associated with 
continuous operation found in legacy aircraft. An image of a generalized EMA and its main 
components follows in Figure 2.1. 


Drive Power from 



Figure 2.1 Electromechanical Actuator Cross Section (Jensen, 2000) 

The foundation for EMAS characterization stems from experiences noted in “Flight Test 
Experience with an Electromechanical Actuator on the F-18 Systems Research Aircraft” (Jensen, 
2000) completed by the NASA Dryden Flight Research Center in 2000. In their efforts to 
develop and test a power-by-wire (PBW) actuation technology for a primary control surface, the 
group replaced a conventional hydraulic actuator of an aileron with an EMA. The two primary 
pieces of hardware making up the system were the EMA and its Power Control and Monitor 
Electronics or PCME. Figure 2.2 is an image of both devices. 



Figure 2.2 EMA and PCME from EPAD (Jensen, 2000) 
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Numerous parameters were recorded over the flight envelope in order to evaluate the 
performance of the EPAD EMA. Parameters measured during tests included but were not limited 
to flight conditions (altitude, Mach number, and atmospheric temperature), flight control 
parameters (acceleration and dynamic pressure), and EMA performance parameters (position and 
load). Several parameters were measured to capture EMA dynamics and compare its demands to 
conventional hydraulic means. In their work, it was thought highly transient actuation loads 
would account for the majority of heat generation over a mission. However, it was found 
majority of the heat was generated during steady level flight under constant mechanical load 
while the servomotor maintained constant torque, elevated current draw, and subsequent heat 
generation due to winding resistance. Identifying thermally malignant segments of flight 
envelopes and thermally stressful scenarios for an EMAS remain important issues in MEA 
development. 

Modem EMA architectures drastically altered the dynamics of power flow on the 
electrical bus (Pigg, et. al 2012). In EMAS design and integration, actuation peak electrical loads 
led to the redesign of aircraft power generation systems. Representative transient power profiles 
demonstrated peak-to-average power ratios as high as 5-1 for 50 to 5000 milliseconds (Wells, et. 
al 2008). The nature of these electrical loads may pose a threat to the thermal stability of an 
EMAS. Therefore, EMAS associated electrical loads and heat generation is two key design 
constraints to the success of modem EMAS architectures. 

“5 th generation aircraft have 3-5 times the heat load of legacy platforms while being 
limited in their ability to reject heat to the environment.” (FedBizOps.Gov, 2009) Heat loads 
have grown exponentially in recent decades as a result of advanced avionics, advanced mission 
systems, and increased power density. Additionally, composite structures and aircraft skins 
exhibit greater thermal resistance than traditional aircraft materials such as aluminum, 
compounding thermal challenges. 

Based on those challenges, an effort has been taken to experimentally characterize 
electrical and thermal parameters under a wide variety of simulated mission profiles. Simulated 
profiles aimed to provide insight to EMAS loads under varying mission tasks, such as roll, dive, 
high rate climb, steady level flight, and takeoff/landing. 
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CHAPTER 3 
LITERATURE SURVEY 


3.1 Thermal Management System Design Overview 

Introducing thermal management will improve EMAS reliability and survivability. But 
weight constraints and actuator access in addition to increased power demands by the TMS all 
provide challenges for TMS designers. There are a few common approaches for TMS design. 
The first approach is to develop a solution which limits the maximum allowable temperature 
under the worst case heat load and environment conditions. This type of approach typically leads 
to heavy, costly, and overdesigned systems. Another approach to TMS design focuses on a 
nominal operating range while accepting short durations of operation beyond that range. For 
example, a TMS could be designed to limit EMAS operating temperature to 80 °C continuously 
and permit excursions up to 125 °C for 2 minutes. 

Peak power levels in flight actuation can be significant but are typically short in duration 
and occur much less frequently than the average power demands. In the past actuator duty cycle 
was explained by the 80/20 rule: 20% of the load for 80% of the time and 100% of the load for 
20% of the time (Bland 1992). This type of duty cycle lends itself to thermal energy storage, 
which when coupled with an effective heat transfer mechanism can significantly reduce size, 
weight, and volume of a thermal management system (TMS). Thus, TMS’s can be designed for 
nominal heat rejection by incorporating thermal energy storage, TES. Thermal energy storage 
most generally takes on the form of a phase change material which is designed to melt at an 
elevated temperature. 

Even with design efforts that account for maximum heat dissipation requirements, 
thermal margins are necessary to ensure the survivability of the system. Because aircraft 
environments have extreme variations and an EMAS duty cycle is transient in nature several 
uncertainties arise. Thermal uncertainty margin is a safety factor applied to the worst case 
temperature prediction through the vehicle’s envelope (Thunnissen, 2004). 

The flow diagram in Figure 3.1 highlights three primary areas of interest in thermal 
management system design. These components each can be independently analyzed; however 
under the application of flight are highly interrelated. In legacy aircraft hydraulic circuits provide 
waste heat removal produced by surface actuators; however EMA’s have no such mechanism 
and are a distributed system. Fuel is a potential heat sink, but re-routing fuel circuit re-introduces 
reliability/maintainability/safety issues eliminated by the removal of hydraulic circuits (Bland 
1992). Ultimately, aircraft structure and then ambient air surrounding the aircraft become the 
heat sink. In this work the sink was established as ambient air nearest the wing. The sink is a 
dynamic parameter as the aircraft moves throughout its envelope at varying speed and 
environmental conditions. 

Lastly, transport which bridges the gap between source and sink is the principal 
component in managing the EMAS thermal state. The transport mechanism or medium which 
intends to improve heat transfer between source and sink can take several forms. A quick 
literature search will return technologies such as heat pipes, loop heat pipes, fan convective 
cooling, water cooling, heat spreaders, vapor-compression cycles, and phase change materials. 
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Each of these TM technologies contain unique benefits and pitfalls with respect to cost, weight, 
energy requirement, volume, and most importantly heat transfer performance under harsh 
conditions. Techniques and designs outlined in this section should aid in analyzing and 
comparing TM technologies for various source and sink configurations. Baseline EMAS 
configuration is characterized by free convection and whatever inherent means of cooling EMAS 
components possess. 



Figure 3.1 TMS Flow Diagram 

3.2 Heat Source 

The groundwork for EMAS characterization and TMS efforts stems from experiences 
noted in NASA EPAD research (Jensen, 2000). Figure 3.2 is a simple overview of the hardware 
used in their test pertinent to analyzing EMAS thermal response. 


PCD PC ME — 1 .—*—■, 

270 — r+ (EM A Controller) <§i ema l“b© 

Vdc | 
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Figure 3.2 EMAS Architecture (Jensen, 2000) 

Numerous parameters were recorded over the duration of a flight envelope. These parameters 
characterized the performance of the EMA as a function of typical mission tasks. In their 
research NASA found electrical power draw and subsequently thermal energy generation were 
key parameters while maintaining aircraft control loads (Jensen, 2000). Two major sources in 
EMAS heat generation include the PMDC motor and its drive. Additionally, it was thought 
highly transient actuation loads would account for majority of thermal generation over the 
duration of a mission (Jensen, 2000). However, it was determined majority of heat was generated 
during steady level flight under constant mechanical load, requiring the servomotor to maintain 
constant torque output, high current draw, and heat generation due to winding resistance (Jensen, 
2000 ). 

EMAS energy is a function of commanded position and aeroload exerted on the control 
surface. EMAS loads can vary enormously over the mission, changing with aircraft speed and 
commanded maneuvers such as roll, dive, high rate climb, steady level flight, and takeoff / 
landing approaches. Figure 3.3 shows a simplified load history for typical operation. 
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Figure 3.3 EMAS Typical Duty Cycle (Blanding, 2008) 

Each of these maneuvers present varying degrees of heat generation. For instance, when 
aircraft stall speed becomes a concern and maximum lift is required by control surfaces, ailerons 
maintain large deflections for extended periods of time driving motor and controller temperatures 
up (Moir & Seabridge, 2008). With this, a TMS will require the ability to meet peak heat loads 
under intermittent actuation, but also shed heat for extended periods of time under continuous 
actuator operation. 

Generally, peak heat load is determined in addition to the total heat dissipated during the 
flight. These values are used in determining the size and characteristics of each TM system. The 
potential for heat transfer being a function of temperature difference, suggests TM design must 
identify available sink temperatures and their variation. 

3.3 Heat Sink 

For majority of the TM technologies highlighted in this paper, the heat sink is either 
ambient air next to the wing’s exterior or for the case of convective cooling, internal bay air. 
Typical thermal zones that exist in a tactical aircraft include conditioned and un-conditioned 
bays (Bar-shalom, 1989). Testing executed on NASA’s SRA housed the EMAS in an un¬ 
conditioned bay within the wing (Navarro, 1997). An example location of actuators tested by 
NASA Dryden Flight Research Center is shown in Figure 3.4. 
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Figure 3.4 EHA/EMA Location (Navarro, 1997) 

For the case of unconditioned bay, if bay temperature approaches that of the bay 
equipment less heat can be shed to the bay. Therefore, a different thermal path which links 
source and sink is required for additional heat removal. Additionally thermal energy storage 
could be used to store accumulated heat for dissipation at a later time. In these cases heat 
spreaders and heat pipes provide improved thermal paths and phase change materials offer 
energy storage. Loop heat pipes (LHP’s) and Flexible Heat Pipe Cold Plates (FHPCP’s) typically 
couple the condenser with aircraft skin (Gemert 1991). Boundary conditions at the condenser can 
be a controlling factor in cooling performance (Fleming, 2006). Establishing ambient, bay, and 
component temperatures throughout a flight envelope aids in defining the potential for heat 
transfer between regions. 

In primary flight control (PFC) testing it is important to understand flight envelope and 
determine max altitude in addition to the number of excursions from this altitude. Military jets 
undergo rapid rates of change in altitude, which leads to rapid rates of temperature change. 
Aircraft are expected to operate in a wide range of temperatures, from arctic to desert conditions. 
The effect of the ambient temperature on equipment internal temperature, especially when 
powered on, is a major concern. Some additional design concerns include extreme temperature 
ranges, extended periods of hot/cold soak, direct sunlight exposure, and temporal variation of 
aircraft bay temperatures. In addition to the wide ambient operating temperatures, thermal 
management designs are expected to perform at altitudes up to 40,000 ft. under supersonic 
conditions and accommodate -3 to 9 g of body force. 

Air properties vary considerably with altitude and also vary with day to day weather 
conditions. Understanding trends in temperature throughout the atmosphere in typical and hot or 
cold days is crucial for evaluating heat sinking potential and design of thermal management 
means. Ambient conditions in Figure 3.5 include two sources— “The International Standard 
Atmosphere” from (Cavcar, 2013) and MIL-HDBK-310. The atmospheric model serves as a 
baseline for typical conditions, whereas MIL-STD demonstrates atmospheric temperatures for 
extreme hot and cold, 1%, 5%, 10% and 20% frequency of occurrence hot and cold days. The 
range of the data is from 0-22km which covers the entire troposphere and tropopause boundary 
and a small portion of the stratosphere where the temperature is constant. Typical cruising 
altitude for subsonic transport jet is 11km and the ceiling for many fighter craft is a little more 
than 12km (Moir & Seabridge, 2008). The highest temperature occurs at sea level 
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(approximately 40 °C) and temperature decreases at a rate of about 6.5°C/km up to 12 km where 
temperature becomes relatively constant (Cavcar, 2013). These values characterize the envelope 
of the aircraft under consideration and provide information for conditions the aircraft will 
experience. 


O 

i 

cn 

m 

■a 

d 

E 


.13 



HofCold, and Standard Atmoshperic Temperature 


ExtTEmE Hot 
1% Hot 

5% Hot 
10% Hot 
20% Hot 

Model 

20% Co Id 

10% Co Id 
5% Co Id 


Altitude (km) 


1% Cold 
ExtrsmE Cold 


Figure 3.5 MIL-HDBK-310 and Model Atmospheric Temperature (Cavcar, 2013) 

A typical Mach-altitude flight envelope of a modem tactical aircraft is shown Figure 3.6 
(Bar-shalom, 1989). This information in conjunction with external atmospheric conditions 
highlighted above can be used in developing an adiabatic wall temperature envelope. 
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Figure 3.6 Typical Flight Envelope (Bar-shalom, 1989) 

Occasionally flight speeds in the transonic and supersonic flight regimes are necessary. 
Under these scenarios temperatures in the aircraft boundary layer exceed that of ambient air due 
to frictional heating. Figure 3.7 demonstrates adiabatic wall temperature as a function of position 
and air speed in relation to free stream temperature. 



Figure 3.7 Temperature Profile over Flat Plate for Low & High Speed Flow (White, 1984) 

Note, when Mach number M«l, adiabatic wall temperature equals free stream temperature 
(White, 1984). For scenarios where M<1 it is common to utilize a standard atmospheric model to 
relate air temperature, pressure, and density to altitude or MIL-HDBK-310 for actual air 
temperature, pressure, and density conditions per altitude. 
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Adiabatic wall temperature as a function of altitude and flight speed can greatly affect the 
potential for heat transfer. Embedded in this relationship is the variation in air properties from 
varying altitude, climatic and local weather conditions. TM design can account for adiabatic wall 
temperature as a function of altitude and airspeed based on theory of high speed flow over a flat 
plate. This method was used by Flemming, et. al in “Aircraft Thermal Management Using Loop 
Heat Pipes: Experimental Simulation of High Acceleration Environments Using the Centrifuge 
Table test Bed.” (Flemming 2006) 

To demonstrate the importance of considering adiabatic wall temperature in heat sink 
characterization adiabatic wall temperature was calculated and compared with ambient air 
temperature for a simplified Mach-altitude envelope. The flight sequence included a climb from 
0 to 10,000 ft., cruise at 10,000 ft. and Mach 0.9 for 800 seconds, followed by a return to sea 
level. Adiabatic wall temperature was a function of Reynolds number, ambient temperature, and 
Mach number: 


= T ( 


1 + r 


Y~ 1 


Ml 


Ambient temperature is a function of altitude and was based on the atmospheric model derived in 
(Cavcar, 2013): 


T 

1 OO 


To 


6.5 


h 

1000 


where, T 0 = 15 °C and h = altitude, m 

Reynolds number was calculated based on the flow free stream properties and position 
along the plate (wing): 


Re < 500000 ••• Laminar ■■ ri aminar = 0.84 
Re > 500000 ••• Turbulent r tur buient = 0-89 
Free stream velocity was calculated from the product of Mach number and the speed of sound: 

Uq © MqqUqQ 


ayRToo 

where, T aw = Adiabatic Wall Temperaure,°C 
Re = Reynolds Number 
U m = free stream velocity, ™ 

a-co = /ree stream speed of sound 
Moo = /ree stream Mach number 
x = position along plate, 0.5 m 

TYl? 

Voo = kinematic viscosity, 0.000015 — 
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y = specific heat ratio, 1.4 
R = dyr air gas constant, 287 

= free stream temperature, °C 
^laminar = recovery factor for laminar flow 
r turbuient = recovery factor for laminar flow 

Figure 3.8 shows resulting adiabatic wall and free stream temperature trends from the 
example calculation carried out above, assuming Mach 0.9. During cruise, adiabatic wall 
temperature is considerably greater than free stream temperature, indicating the importance of 
accounting for adverse thermal gradients during TMS design. 


Adiabatic Wall Temp. [ c ”C] ^^Free Stream Temp. [°C] ^^Altitude [km] ^^Mach # 
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Figure 3.8 Calculated Adiabatic Wall Temperature 


A typical mission flight profile for a medium sized military transport includes an initial 
ascent to 6 km (20,000 feet) followed by 100 minutes of cruise with intermittent periods of 
turbulence (Simsic, 1991). This sequence of events is completed by a descent to sea level, low- 
altitude terrain following, approach and landing. Figure 3.9 describes this variation in altitude as 
a function of flight phase. More importantly, it establishes the ambient temperature on a typical 
day over the course of a mission because ambient temperature is a well-known function of 
altitude (Cavcar, 2013). 
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Figure 3.9 Flight Phase as Function of Altitude and Time (Simsic, 1991) 

During ground hold conditions, bay cooling requirements are greater due to external 
heating of the aircraft surface and increased bay temperatures. But in flight, the temperature 
difference between the bay and ambient grows resulting in increased heat transfer through the 
aircraft skin (McCarthy, 2008). Heat sink conditions and worst case heat sink scenarios directly 
impact TMS design specifications. Therefore, knowledge of these parameters relative to flight 
envelope and variety of mission scenarios is required for effective TMS conceptualization, 
design, and commission. With these details cooling concepts for an EMAS can be developed and 
even verified for their respective application. The next several sections review some of the more 
promising means for thermoregulation of EMA systems that meet mass and space constraints. 

3.4 Transport—EMA Thermal Management Systems 

Because of the thermal challenges EMAS’s have faced historically, several thermal 
management solutions have been proposed. These EMA thermal management systems have 
grown in complexity from simple heat spreaders to multi-technology miniature cooling packages. 
The next six sections provide specific examples of EMA thermal management systems and their 
relevant features. 

3.4.1 Heat Spreader 

During field testing of EMA technology by NASA Dryden the worst case thermal 
loading condition was determined to be when ailerons were used as flaps for extended periods of 
time (Jensen, 2000). Extended operation of the EMA against a steady load twice caused an 
alarming rise in actuator temperature, denoted in Figure 3.10 (Jensen, 2000). In order to combat 
actuator overheat the team responsible for EPAD testing had aluminum heat sinks fabricated and 
mounted the actuator, increasing the conductive path to the ambient. According to the report, this 
modification significantly improved the actuator’s thermal performance. This is an example of 
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the simplicity and effectiveness associated with heat spreaders. However, heat spreaders can 
suffer from weight penalties when heat loads require greater surface areas to maintain 
component temperature. 


Aileron Position 
Actuator Temp, 



Time [s.] 


Figure 3.10 EPAD EM A Holding Temperature (Jensen, 2000) 


3.4.2 Reflux Cooling coupled with PCM 

According to (Bland, 1992) majority of waste heat in an EM AS platform is generated by the 
motor which may range in efficiency from 85 to 95%. Motor performance is much more 
sensitive to development of high temperatures than remaining EMAS components such as the 
gear box or ball screw mechanism. Therefore it becomes the point of interest for TMS adaption. 
Current EMAS technology employs permanent magnet brushless dc motors that have no rotor 
current losses and minimal rotor iron losses, relieving the need for direct rotor cooling which 
significantly simplifying motor cooling. Permanent magnet materials located on the rotor are 
sensitive to high temperature and lose strength at temperatures above 150 °C. Additionally, 
insulation life and durability of PMDC motors is shown to significantly decrease with extended 
high temperature operation. Passive cooling systems offer simplified means to maintaining 
system temperature without the use of pumps, valves, accumulators or additional power and 
control. 

Thermal management methods must be capable of handling peak heat loads and heat fluxes 
while operating against adverse g loads and environments. The approach chosen in “Advanced 
Cooling for High Power Electric Actuators” (Bland 1992) was a passive reflux or thermosyphon 
coupled with Thermal Energy Storage, TES. A thermosyphon is made up of an evaporator and 
condenser which transfer heat from the source to sink by boiling a fluid, then utilizing buoyancy 
differences in vapor and liquid phases to pump the heat transfer fluid between the evaporator and 
condenser. In this particular design, the motor housing is wetted by the liquid phase of the two- 
phase fluid, and as heat is generated, the liquid boils generating vapor. This vapor flows upward 
due to density difference through centrally located vapor channels called risers and then 
condenses on the colder surface associated with the aircraft skin. Liquid condensate then flows 
back by gravity to reenter the liquid pool surrounding the motor housing. “The specific fluid that 
is selected as the coolant for this passive approach depends on peak operating temperature, 
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which is determined by heat sink characteristics, allowable operating pressures and minimum 
required operating temperatures.” Extended surfaces are needed for efficient boiling and 
condensing, and this was accomplished in their design by a laminated structure. Ultimately, the 
thermosyhon developed reduced system thermal resistance from 52K/kW to 31K/kW. This 
design improved thermal conductance from EMA electric motors to ambient air, allowing 
EMA’s to operate under more thermally malignant conditions. These features would improve 
EMAS operating life and reliability. Finally, TES was readily implemented into the cooling 
structure for further reducing operating temperature and leveling actuator heat loads throughout 
its duty cycle. 

Electronics cooling is also a central thermal concern for EMAS thermal management 
because heat loads are approximately the same order as motor losses, but temperature limitations 
being more stringent. Mechanisms which are passive, lightweight and provide a rugged means of 
transferring heat from the EMAS to available heat sinks such as aircraft structure or skin are 
ideal. Peak power levels for electric actuators can reach 40 kW which for a motor drive 
efficiency of 96% imposes a 1.6 kW heat load on the heat sink (Schneider, Domberg 1998). 
Aircraft actuators operate at peak power for only brief durations when compared with mission 
length, and will operate at significantly reduced power levels during most of the flight duty cycle. 
This fundamental characteristic of flight control actuators permits heat storage during peak loss 
periods and dissipation of stored heat during lower loss periods. These energy storage techniques 
allow heat rejection to be designed for average heat loads rather than peak heat loads. “Test 
Results of Reflux and Phase Change Storage Electronics Cooler,” (Schneider 1998) outlines how 
(Schneider, Domberg 1998) utilized these principles to develop an EMA drive cooler. This 
device also incorporated a passive reflux heat rejection and PCM similar to the one described 
above designed to cool an EMA electric motor. Similarly, it was found use of sensible in 
addition to latent thermal energy storage reduced cooling system size. Tests completed with this 
device applied to an IGBT module demonstrated 37% smaller case to sink resistance when 
compared with an air-only cooler at high air flow. Additionally, the device reduced case to sink 
resistance experienced under natural convection by 100%. 

3.4.3 FHPCP coupled with PCM 

A design which utilizes a cold plate to transfer electronics’ heat to the most convenient 
heat sink by an integrally connected flexible heat pipe was developed in “Flexible Heat Pipe 
Cold Plates for Aircraft Thermal Control” (Gemert 1991). This design allows cooling to be 
provided to assemblies in awkward locations relative to the heat sink. Cold plate connections 
varied from convective air cooled fins to a solid plate bolted aircraft structure. Cold plates work 
in gravity assisted orientation but incorporating a wick structure supports operation in mild 
against gravity conditions. FHPCPs provide cooling in remote and constrained cavities like those 
experienced by primary flight control actuators. The advantages of FHPCPs are their passive 
nature and their geometric flexibility. In (Gemert 1991), the developed FHPCP met design 
thermal load (44.5 W) with a 4 °C temperature difference between the evaporator cold plate and 
the condenser mounting plate, emphasizing their ability to perform under reduce temperature 
differences. 

3.4.4 Cold Plate with PCM 

“A Thermal Management Concept for More Electric Aircraft Power System Applications” 
(Vrable 1998) explains how an innovative TMS was designed for effective heat transfer and high 
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passive thermal energy storage capacity. The design under this work integrated high latent heat 
advantages of PCM with an actively cooled cold plate. According to Vrable, the design has 
direct use on system applications where heat rejection varies with time. Advantages of the TMS 
proposed for electric actuator for MEA initiative include: significant weight savings, high 
thermal performance, high thermal energy storage capability, high reliability and reduced 
maintenance. Waste heat rejection for EMA’s vary with time, with peak loads for short time 
periods substantially greater than nominal operating loads. Conventional designs would be 
specified to meet peak loads resulting in an oversized, costly, and heavy system. Overdesigning 
the system does however maintain component temperature at or below operating limits resulting 
in improved performance and life. Conversely, sizing TMS for average heat loads results in 
smaller and lighter systems but components experience higher temperature excursions during 
peak load operating points. A TMS design that synergistically combines thermal energy storage 
with effective heat transfer mechanisms can achieve a system that excels at maintaining 
component temperature during peak heat loads while being compact and lightweight (Vrable, 
1998). Trade studies through CFD analysis confirmed high fin effectiveness coupled with large 
heat transfer surface to volume ratio are required to achieve effective thermal transport into the 
PCM. Aluminum foam was placed between adjacent fins with high surface area to volume in 
order to provide a fast thermal response of the PCM. For the EMA under test a thermal time 
constant of 30-50 seconds was necessary which allows the TMS time to respond under peak 
power conditions and effectively store excess heat. Without PCM and its latent heat capacity the 
cold plate mass would need to double in order to provide the same amount of energy storage in 
order to secure component temperature within its limits. 

3.4.5 Loop Heat Pipe 

Heat pipes obtain very high effective thermal conductivities by using a combination of 
thermally conductive metals filled with a phase change fluid. Heat pipes can obtain effective 
thermal conductivity 90 times greater than copper of the same dimensions (Faghiri, 1995). The 
principle components of a heat pipe include a metal tubing (commonly copper or aluminum) 
coupled with an interior wicking structure and fdled with a working fluid. The choice of working 
fluid depends on the temperature range of the application. The wick utilizes capillary action to 
provide fluid transport between the evaporator and condenser. A concern for heat pipe 
performance under harsh g conditions in which the evaporator is above the condenser led to the 
development of the LHP. LHP’s typically exhibit the following features: fine-pored wicks, 
effective heat exchange during evaporation and condensation stages, and minimized pressure 
loss in the transport (adiabatic) section (Yu, 2005). LHP’s have high heat flux capability with no 
electrical or mechanical input and therefore are highly efficient passive heat transfer devices (Yu, 
2005). Similar to the FHPCP discussed earlier the condenser section of LHP’s can be easily 
adapted to mate with and meet heat exchange conditions of the external heat sink. Additionally, 
LHP technology permits the embodiment of distributed heat-transfer devices made up of parallel 
evaporators and or condensers. 

In “Loop Heat Pipe for Avionic Thermal Control” (Baldassarre 1996) a successful LHP 
TMS was developed to transport a minimum of 160 W with the evaporator vertically above the 
condenser (adverse g-condition). The key design feature in this system was a dual compensation 
reservoir which ensured the evaporator remained fully wetted under any orientation. This 
enabled the LHP cold plate to outperform a fixed conductance heat pipe in the gravity-assisted- 
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orientation while experiencing an adverse g-condition (evaporator vertically above the 
condenser). 

Another effort to verify LHP viability is covered in “Aircraft Thermal Management 
Using Loop Heat Pipes: Experimental Simulation of High Acceleration Environments Using the 
Centrifuge Table test Bed.” (Flemming, et.al 2006) Under this work a full test bed was 
constructed to measure LHP effective heat transfer coefficient of evaporator and condenser and 
LHP thermal resistance with respect to radial acceleration. The LHP used in these test was 
designed for heat loads of 500 to 5,000 W and had direct application to EMAS cooling. 

3.4.6 Forced Convection 

EMAS’s currently rely on natural convection as the primary mechanism to dissipate heat. 
In such an ineffective air cooling situation motor and power electronics temperatures can quickly 
approach thermal limits. Forced convection provides more effective heat transfer from the 
surface of EMAS components significantly reducing their operating temperature. Heat sink 
dimension and material would be optimized to most effectively remove heat from EMAS 
component surfaces and variable-speed fans which operate over a wide range of pressure and 
temperature to enhance convective heat transfer coefficients. Air-cooled modules made up of an 
effective heat sink and high efficiency fan capable of removing EMAS heat loads could be one 
form of forced convection cooling. One such example was developed by MIT under DARPA’s 
Thermal Management Technologies (TMT) portfolio (Bloschok, Bar-Cohen 2012). DARPA’s 
TMT portfolio was comprised of five technical areas aimed to enhance Department of Defense 
electronic systems performance. These areas included: Thermal Ground Plane (TGP), 
Microtechnologies for Air-Cooled Exchangers (MACE), NanoThermal Interfaces (NTI), Active 
Cooling Modules (ACM), and Near Junction Thermal Transport (NJTT) (Bloschok, Bar-Cohen 
2012). Each of these five technical areas focused on a portion of the thermal resistance chain 
common in electronics. MIT developed a high-power air cooled heat exchanger capable of 
dissipating over 1000 W with 33 W of electrical input power with an overall thermal resistance 
less than 0.05 K/W for MACE (McMarthy, et. al 2010). Another significant feature of this 
device was its minute size in comparison with conventional TMT of similar heat dissipating 
performance. The device made up of an integrated blower and heat exchanger measured only 
10.2 cm x 10.2 cm x 10.2 cm. TMT developed under DARPA’s five technical thrust areas are 
directly applicable to EMAS power electronics and could be adapted for electric motors apart of 
EMAS’s. 

3.5 Summary 

In summary, TMS systems with high heat transfer capacity, low thermal resistance, quick 
thermal responses, thermal energy storage, mechanical flexibility and situational adaptability 
have been developed. However, there remain several thermally related electric actuation 
challenges. Intermittent, pulsed heat loads significantly greater than mean levels poses a threat to 
components with insufficient thermal mass. In particular, the removal of hydraulic circuits which 
provided thermal reservoirs for surface actuators and EMA’s lack of inherent thermal 
management necessitate an innovative means to thermoregulation and heat dissipation. Remote 
location of EMAS and locating power electronics near the EMA compounds heat related 
problems. Stagnant actuator bays which experience little air exchange with the environment and 
heating from other areas of the aircraft create an obstacle between the heat source and ultimate 
sink, ambient. Modem aircraft increasingly utilize composite structures and skins with low 
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thermal conductivities, which create thermal barriers to available heat sinks. Determining the 
capacity to reject heat at altitude where air density and convective heat transfer is reduced is 
another challenge in TMS design. Understanding the source of heat and available sink related to 
mission details is a solid first step in TM design. However, further information is required to link 
the two. Therefore, an experimental approach was developed to characterize heat generation as a 
function of typical mission duty cycle and EMAS thermophysical boundary conditions. 
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CHAPTER 4 
EXPERIMENT 


4.1 Overview and Purpose 

Generally, actuators which provide mechanical thrust for a tail rudder require high load 
capabilities at low velocity responses. Whereas, flaperon actuators require high velocity 
capabilities and encounter moderate thrust loads. Therefore, the experiment design process 
focused on the ability to conduct tests for various EMAS platforms. In addition, the scale of an 
aircraft and its maneuverability shape EMAS specifications. Therefore, it was essential to create 
an experiment which was as flexible as possible and still acquire all necessary data for 
characterizing EMAS electrical, mechanical, and thermal behavior. Figure 4.1 highlights the 
primary hardware used in the experiment for EMAS characterization. Additionally, a control 
block which would execute commands (position, load, and temperature), maintain stability of the 
experiment, and trigger measurements at consistent time intervals had to be created. Finally, 
rated limits based on the specifications of each test component had to be evaluated in order to 
constrain the testing range to a safe test envelope. 

In essence, the experiment consisted of the following tasks: 

• Use an environmental chamber to simulate actuator bay temperature and servo- 
hydraulic system to simulate aero-loading 

• Subject EMAS to representative flight load and stroke profile 

• Accurately and synchronously record EMAS electrical, mechanical, and thermal 
parameters which provide a basis for energy analysis 
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Figure 4.1 Overview of Experiment Setup 


Under this experiment a linear EMA with a rotary motor was placed in line with a 
hydraulic press. The press was given load commands (emulating the loads that would be 
experienced by a real flight control surface actuator) while the EMA was provided position 
commands. Position and load commands were artificially created to replicate realistic velocity, 
load, and frequency found in modem PFC actuation for a tactical aircraft. However, these 
profiles needed to be scaled and restricted to the abilities of our test setup. Therefore, the EMA, 
hydraulic press, and environmental chamber each underwent characterization tests to establish a 
test envelope. 

The EMA used was a Danaher Motion EC5 linear actuator driven by an S610 controller. 
The EMA performed under a load provided by an MTS servohydraulic system made up of a 100 
kN hydraulic press driven by an 8-Channel FlexTest 60 controller. The hydraulic press and EMA 
were coupled together. Specifically, the EMA’s stroke was seen as a disturbance to the 
hydraulic press as it attempted to realize a particular force and the press’s force was seen as a 
disturbance to the EMA’s stroke. The hydraulic press emulates the load that the EMA must 
overcome. As the motor in the EMA actuated, it heated up. Stroke, load or force, DC link 
voltage and current, and temperatures of selected points in and on the motor and controller were 
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recorded. These parameters were recorded using a National Instruments (NI) Real Time (RT) 
Data Acquisition (DAQ) system. 

4.2 Test Apparatus 

The test apparatus is made up of three main hardware components—EMAS under test, 
hydraulic press, and an environmental chamber. In addition to the main hardware, a RT DAQ 
system and a user interface provided control of test and measurement. The specific EMA under 
test was a Danaher EC5-AKM42G-100-32B-300-MP3-FS2 actuator. The servo drive rectified a 
3 phase 240Vac supply and energized an internal DC bus. Additionally, the servo drive used a 
power module made up of 6 IGBT’s (2 per phase) to execute a pulse width modulation (PWM) 
control scheme to power the motor. The PWM cycle was determined by a PID control loop 
inherent to the drive and aimed to produce the commanded speed setpoint. 

A MTS hydraulic press assembly made up of a hydraulic power unit (HPU 505G2), 
hydraulic service manifold (HSM 292.22), three stage servovalve (257.04), 100 kN load frame 
(370.10), and real time closed loop controller (FlexTest 60) was used to load the actuator under 
test. The press controller supported 24 conditioned transducer inputs and function generation for 
8 control channels. Only one control channel was configured which controlled press force. This 
channel was configured as an external command which was supplied by the NI RT DAQ. 

A MTS 651.06E-04 environmental chamber provided the ability to simulate dynamic 
temperature profiles. Its removable U-plug sections on the top and bottom allowed the actuator’s 
arm to move with the press while preventing significant heat loss from the chamber. Chamber 
temperature capability ranged from -129°C to 316°C—a range that met requirements with ample 
margin. A significant amount of fabrication and customization was required to integrate each 
piece of hardware and meet safety regulations (Appendix A). 

The RT DAQ (NI PXIe-1071) was responsible for the execution of mechanical and 
thermal input commands in addition to synchronized sampling of electrical, mechanical, and 
thermal measurements. It connected each piece of hardware and their respective controllers 
through a Lab VIEW VI. Appendix B details the Vi’s used throughout the experiment. Layers of 
control corresponded to each hardware used in EMA testing: hydraulic press, electromechanical 
actuator, and environmental chamber. Measurement loops were created to operate at frequencies 
which accurately captured the physics of our experiment, including electrical, mechanical, and 
thermal parameters. The control leveraged the NI RT DAQ system’s ability to sync each control 
and measurement loop to a single clock; thus, ensuring accurate comparison of measured 
parameters at discrete points in time. 

Stroke and load profiles generated before the test were interpreted by the program and 
converted to an analog output signal to the press and actuator controllers. The environmental 
chamber utilized digital communication and therefore required a separate scheme for setpoint 
and feedback transmission. The test control VI was structured such that a Master-Slave 
configuration synchronized each DAQ card and prevented temporal drift. The environmental 
chamber control scheme references the same clock but was not synchronized with the Master- 
Slave configuration. Synchronization of thermal control outside of matching start and stop times 
was not a priority since the system was much slower in response relative to the electrical and 
mechanical systems. 
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Three DAQ cards were employed, one for each aspect of the experiment. The card with 
the highest sampling rate (2 MS/s per channel, simultaneous) was responsible for recording 
higher frequency parameters—DC link voltage and current, and regenerative circuit current. A 
multiplexed card capable of up to 16 analog inputs and lMS/s multichannel recorded mechanical 
parameters (stroke and load) and was responsible for analog output of stroke and force 
commands. Both DAQ devices provide 16-bit resolution for analog to digital conversion. Finally, 
a 32 channel, 24 bit, thermocouple input module and isothermal terminal block were used to 
record motor and drive related temperatures. 

Figure 4.2 demonstrates the interactions between each layer of the experiment. Solid red 
arrows highlight communication active during a test and dashed red arrows indicate 
communication for initialization of the experiment. Prior to relinquishing control to the test 
control VI, the press, EMA, and chamber required initialization through their independent 
interfaces. Once each piece of equipment established successful communication, the test control 
VI provided a central interface where command profiles were automated and process monitoring 
was available. Appendix C provides details on steps executed as part of the test procedure. 



EMA - Press - Chamber 


EMA Control Software 


Danaher S610 
Drive 


Test Control 


Eurotherm 2404 
PID Controller 


RealTime DAQ and 10 


Servohydraulic Control 
Software 


FlexTest 60 Controller 


Figure 4.2 Test Apparatus Flow Diagram 

Appendix D highlights detailed specifications of hardware used in the experiment and denotes 
their source. Appendix E summarizes those hardware and their pertinent specifications in a 
poster format. 

4.2.1 Measurements 

The sensors and their information used in the experiment are shown in Figure 4.3. Range 
denotes the sensor’s applicable range, i.e. the range under which the sensor was calibrated. Force 
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transducer and LVDT calibrations were completed by the manufacturer, MTS. Thermocouples, 
current transducers, and voltage probes were calibrated in-house; therefore, their ranges were 
determined by in-house calibrations. Accuracy denotes the maximum error the sensor exhibited 
over the calibration range. Resolution is a function of the full scale range of the device and the 
DAQ card analog-to-digital (A/D) converter resolution. For example, both DAQ cards used in 
the experiment are 16 bit and support -10 to 10 V analog input signals. Therefore, the smallest 
voltage resolvable by both cards is 20 / (2 16 ) or 0.31 mV. The thermocouple card has 24 bit input 
channels and therefore can resolve voltage changes of 0.001 mV. An MTS Servohydraulic 
controller was reconfigured to use a range of ± 20 kN as opposed to ± 100 kN for several reasons. 
First, reducing the full scale range increased the resolution from 3 N to 0.3 N. Second, the 
maximum output of the press was effectively scaled from ± 100 kN to ± 20 kN, creating a safer 
environment for the EMA under test which was limited to 13.35 kN. Lastly, increasing the 
resolution of the force channel was thought to improve force control with respect to dynamic test 
profiles made up of higher resolution force data. See Appendix F contains detailed images of 
sensor locations. 


Item 


Force Transducer 


LVDT 


Thermocouple 



Current Transducer 


Voltage Probe 


Manufacturer 
& Model 


MTS 661.20H-03 


MTS 


Omega TMQ.55-040U- 
12 


LEM LA55P 


Tektronix P52GO 


Purpose 


Actuator Load 


Actuator Position 


Component 
Tern perature 


DC Link and Regen 
Circuit Current Draw 


DC Link Voltage 


Range/ 

Accuracy/ 

Resolution 


±20,000 N 
± 12N 
0.305 N 


± 140 mm 
±0.082 mm 
0.002 mm 


-20 to 150 °C 
±0.16 G C 



±10 A 


±0.06 A 


0.0002 A 



±900 V 


± 1.35 V 


0.0BV 


Location 


Load Frame Cross 
Head 


Flydraulic Cylinder 
Piston Rod 


Various 

Drive/Actuator 

Locations 


Drive Back panel 


Drive Back panel 


Figure 4.3 Sensor Inventory 

4.2.2 Sampling Rate 

Sampling rates of measured parameters were determined based on Nyquist theorem and 
tenth harmonic of expected system frequencies in addition to the DAQ system capability. 
Commanded force and stroke profiles had frequencies limited to 10 Hz. Therefore, a sampling 
rate of 200 Hz was believed adequate. A sampling rate of 210 Hz was chosen to work with the 
DAQ system. DC bus voltage and current measurement sampling rates were loosely based on the 
motor’s frequency. The motor’s maximum speed was 2500 rpm. With 10 poles, its frequency is 
10/2*2500/60 = 208 Hz. The tenth harmonic plus Nyquist frequency would be 4167 Hz. A 
sampling rate of 3012 Hz was chosen, which is not quite to the tenth harmonic. Temperature 
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measurements made by all thermocouples were completed at a sampling rate of 2 Hz. This 
sampling rate was sufficient due to the slow response time of the system. 


Parameter 

Bandwidth 

[Hz] 

Nyquist 

[Hz] 

Sampling Rate 
[Hz] 

Mechanical 
(Stroke & Force) 

6 

12 

210 


Electrical 

(Voltage & Current) 

Thermal 

(Temperature) 


210 


<1 


420 


<=1 


3012 


Figure 4.4 Experiment Sampling Frequencies 

4.2.3 Analog Filters 

In order to reduce noise on analog signals present in our experiment two analog low pass 
fdters were constructed for mechanical measurements. They were built to fdter EMA stroke and 
load measurements whose greatest frequency was roughly 10 Hz. Measurement were taken and 
an FFT analysis showed that noise appeared at frequencies of 500 Hz and higher. Two identical 
2 nd order passive low pass fdters were constructed to eliminate the higher frequency content but 
not attenuate actual mechanical frequencies experience by the EMA. Using existing resistors and 
capacitors in the lab: Rl=4.6 kQ, R2=4.6 kQ, Cl=0.1 pF and C2=0.1 pF, the theoretical cutoff 
frequency was calculated using the following formula. 

F - 1 

27 TyJ R1C1R2C2 

Fc = 346 Hz 

For filters with order greater than 1, actual cutoff frequency or frequency corresponding to -3db 
attenuation was calculated as such: 


^c(-3db) = FcJ 2n — 1 

where n is the fdter order, in our case, 2. 

Therefore, the actual cutoff frequency of the low pass fdters was: 

Fc(-3db) = 223 Hz 

Figure 4.5 is a picture of the actual construction. 
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Figure 4.5 2 nd Order Low Pass Filter for Mechanical Measurements 


In order to confirm the frequency response of each analog filter (2 nd order RC low pass), 
a sinusoidal signal at increasing frequencies was created utilizing a function generator while an 
oscilloscope measured input and output voltage. At discrete levels of frequency the filter gain 
was calculated as follows: 


Gain = —20 * In 


Output " 
. Input . 


As a result, Figure 4.6 was made from the calculated gain values. Based on the chart, the filter 
measured cutoff frequency (-3 dB) was approximately 150 Hz. The discrepancy between the 
calculated and measured cutoff frequencies is most likely due to the inaccuracy of the resistor 
and capacitor specifications used in the calculation. Nevertheless, measured cutoff frequency 
was well above attainable mechanical frequencies and therefore was not a threat of over¬ 
attenuation. 
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Figure 4.6 Frequency Response of Mechanical Filter 

4.3 Hardware Characterization 

In order to verify manufacture specifications of the primary hardware used in the 
experiment, preliminary hardware characterization tests were carried out. First, the EMA under 
test was subjected to a frequency sweep of 0-15 Hz at amplitude of 4 mm (1.33% of full range). 
At this amplitude the EMA was capable of 6 Hz with little overshoot, but failed at 7.5 Hz. This 
capability falls within the desired testing range. Next, the hydraulic press was subjected to a 
frequency sweep of 0-40 Hz at an amplitude of 1500 N (1.5% of full range) followed by a 
frequency sweep of 0-15 Hz at an amplitude of 13 kN (13% of full range). It was determined the 
press was capable of replicating forces and frequencies relevant to flight control surfaces. Lastly, 
the environmental chamber was provided various step inputs to determine its maximum heating 
and cooling rates above and below room temperature. It was found the environmental chamber 
was capable of affecting space temperature at rates comparable to ambient temperature 
fluctuations. 

4.3.1 Electromechanical Actuator 

A fixed amplitude linearly varying frequency sine wave was commanded to the actuator 
in order to determine its bandwidth and compare desired mechanical profile frequencies. Figure 
4.7 demonstrates the input profile and actuator response. Position error grows significantly after 
5 Hz and 7 Hz caused the EMA to fault. EMA response resulted in greater positive overshoot 
than negative overshoot. This was most likely caused by the orientation of the EMA such that 
positive stroke which corresponds to extension was aided by the force of gravity. 
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Figure 4.7 EMA Frequency Sweep Response 

Figure 4.8 shows time slices of the EMA’s performance from 0-2.5 Hz, near 6 Hz, and failure at 
7.57 Hz. 
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Figure 4.8 EMA Frequency Sweep Response Time Slices 

Figure 4.9 is a Bode Plot of the EMA’s response and shows at 6 Hz the actuator was 45° out of 
phase with the input. 
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Bode Plot 




Figure 4.9 EMA Bode Plot 

4.3.2 Hydraulic Press 

Similarly, the hydraulic press was subjected to a frequency sweep first at 1500 N then at 
13 kN. The purpose of these tests was to determine the bandwidth of the press at applicable force 
levels. Two aluminum plates, one connected to the press ram, the other to the load cell, were 
coupled using 4 structural bolts. This created a very stiff specimen and could be classified as a 
non-compliant specimen. Conversely, a spring or bushing would be categorized as a compliant 
specimen. Both types of specimens and their integration to the hydraulic press are shown in 
Figure 4.10. Ultimately, an EMA would be classified somewhere between the aluminum plates 
and a spring, but more closely to the aluminum plates. 
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Figure 4.10 Hydraulic Press Characterization Setup (Aluminum Plates)—Left and (Spring)—Right 


A fixed amplitude, 1500 N, linearly varying frequency sine wave was commanded to the 
hydraulic press in order to determine its bandwidth and compare desired mechanical profile 
frequencies. Figure 4.11 demonstrates the input profile and hydraulic press response. Force error 
grows significantly after 20 Hz. 



Time [s] 

Figure 4.11 Hydraulic Press Frequency Sweep Response 1500 N 

Figure 4.12 shows time slices of the hydraulic press performance from 0-2.5 Hz, near 15 Hz, and 
38 Hz. Phase lag becomes evident at 15 Hz while the press response exhibits distortion at and 
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beyond 38 Hz. 



Figure 4.12 Hydraulic Press Frequency Sweep Time Slices 1500 N 

Figure 4.13 is a Bode Plot of the hydraulic press response and shows the response was 45° out of 
phase at approximately 13 Hz and reached 3 dB in magnitude at approximately 30 Hz. 


Bode Plot 
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Next, a fixed amplitude, 13 kN, linearly varying frequency sine wave was commanded to 
the hydraulic press in order to further asses its bandwidth. Figure 4.14 demonstrates the input 
profile and hydraulic press response. Force begins to grow after 6 Hz. 



Time [s] 

Figure 4.14 Hydraulic Press Frequency Sweep Response 13 kN 

Figure 4.15 shows time slices of the hydraulic press performance from 0-2.5 Hz, near 6 Hz, and 
14.4 Hz. Phase lag becomes evident at 14.4 Hz where the press response also exhibits a slight 
distortion when compared with the input signal. 



Frequency [Hz| 



Frequency [Hz.] 


Figure 4.15 Hydraulic Press Frequency Response Time Slices 13 kN 
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Figure 4.16 is a Bode Plot of the hydraulic press response and shows phase lag grew linearly 
from 0 to 35° at approximately 12 Hz. The magnitude became erratic between 12 and 14 Hz. 


Bode Plot 




Figure 4.16 Hydraulic Press Bode Plot 13 kN 

Based on the two hydraulic press trials completed, it was capable of replicating dynamic 
force profiles up to 30 Hz at 1500 N amplitude and 12 Hz at 13 kN. Both of those results are 
greater than typical mechanical frequencies experienced by an EMAS (10 Hz) and therefore 
substantiate the use of the hydraulic press to replicate aerodynamic loads of a flight control 
surface. 

Finally, a dynamic force profde representative of primary flight control aero-loads was 
executed to qualitatively measure the Servohydraulic system control and response. Figure 4.17 
demonstrates the system’s ability to closely follow transient force trends for a non-compliant 
specimen. 
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Figure 4.17 Hydraulic Press Dynamic Profile Performance 

4.3.3 Environmental Chamber 

The goal of each environmental chamber test was to evaluate system performance 
relative to an input that resembled portions of actual environmental flight conditions. Initial tests 
were done without any test specimens/articles within the chamber or modifications—“Original 
State”. With that, there were no disturbances imposed on the system and baseline system 
performance was established. After that, modifications to the U-plugs were made to accept the 
hydraulic press-EMA couplings. Additionally, the EMA and its thermal mass were placed within 
the chamber to determine its effect on chamber performance. Modified U-plugs and the presence 
of the EMA within the chamber constituted a “Modified State.” Figure 4.18 and Figure 4.19 
show chamber performance in the original state and modified states, respectively. 
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Figure 4.18 Environmental Chamber Step Responses in Original State 


Modified State 
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Figure 4.19 Environmental Chamber Step Responses in Modified State 
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Airborne electronic equipment must withstand transient thermal rating of l°C/s between 
extremes of -54°C and 71°C (MIL-STD 2218). The chamber cooling rate was determined to be 
0.5 °C/s when cooling below room temperature and 1.3 °C /s above room temperature. The 
chamber’s heating rate 2.2 °C/s when heating above room temperature and 2.8 °C/s below room 
temperature. It was determined from the chamber’s step response that it was tuned appropriately 
and was capable of generating desired heating and cooling rates commonly found in an aircraft 
envelope. More detail on the procedure and results for these values can be found in Appendix G. 

4.4 Test Envelope 

NASA’s EPAD program served as a general guidance in constructing an EMAS test 
envelope (Jensen, 2000; Navarro, 1997). Several artificial mission profiles were generated to aid 
in the characterization of various EMA performance measures. These profiles were time-history 
waveforms made up of desired actuator position, hydraulic load, and chamber temperature. The 
following performance data of an EMA and EHA field tested by NASA EPAD on the SRA was 
used to create position and load commands: 5 HP (3.7 kW) EMA rated for 13 Kips (58 kN) at 6 
in/s (150 mm/s) and limited to 4 inches (102 mm) of stroke (Jensen, 2000; Navarro, 1997). 

In order to test an EMA under realistic flight conditions, mission representative stroke 
and load profiles were used as inputs to the experiment. However, stroke, force and the rate of 
change of both had to be scaled to the capabilities of our hardware. The EMA assembly under 
test was limited by its motor’s duty cycle and environmental ratings. An EC5 EMA coupled with 
an AKM42G servomotor can withstand 3,000 lbf (13,350 N) intermittently at any speed before 
stall. The assembly can withstand a continuous force (compression or tension) of 1000 lbf (4500 
N) at no speed. This continuous force limit decreases linearly to 850 lbf (3783 N) at a peak speed 
of 3.4 in/s (88.6mm/s). The performance curve for the EMAS under test is shown in Figure 4.20. 


EC5-AKM42G-XXX-10D-32B/ AKD-x00606 (240 V) 



Force {lbs) 

- AvaL Cent Force - Aval. Peak. Force 

Figure 4.20 Danaher EMA Performance Curve (Kollmorgen.com) 

Brushless servo systems are described by a torque/speed operating envelope, varying for 
intermittent and continuous duty zones. The continuous torque line is set by either the motor’s 
maximum rate temperature or the controller’s rated continuous current output, whichever is less. 
The system can operate continuously within the continuous duty zone if the ambient temperature 
is 40°C or less. The intermittent duty zone is bordered by the peak torque line and system 
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voltage line. Figure 4.21 is a performance curve for an AKM42G motor coupled with an S610 
servo drive (320 Vdc bus). This servo system has the following performance factors under 
continuous duty: rated speed was 3500 rpm, motor power at rated speed was 1.06 kW, and 
continuous rated torque at rated speed was 2.14 lb-ft (2.9 N-m). The motor utilized Class F 
insulation and a 155°C over-temperature thermistor to prevent thermally related failures. Rated 
values were determined for 100°C winding temperature rise in a 40°C environment. Motor 
performance at increased environment temperatures will be reduced and therefore care was taken 
in developing testing conditions. 



Figure 4.21 AKM42G Servomotor Torque-Speed Curve (Kollmorgen.com) 

INVENT, a program aimed at addressing thermal management challenges in modem 
military aircraft, solicited that actuator bay temperature can vary from -58 to 71 °C continuous, - 
65 to 87 °C for 30 minutes, and -78 to 107 °C for one minute (FedBizOps.Gov, 2009). 
Additionally, flight demonstration testing executed under EPAD utilized similar continuous, 
intermittent, and shock temperature values (Navarro, 1997). These values are shown in Figure 
4.22 and were used to create environment temperature inputs. 


Parameter 

Units 

Requirement 

Altitude 

& 

70.000 

Rate of change 

ftillul 

40.000 

Taapmtm 

Continuous 

°F 

-40 to m 

Intermittent 


ISO 10 mm 

Shock 


-10 to 100 


Figure 4.22 EFIA Design Requirements (Navarro, 1997) 

The thermal environment was created via the MTS environmental chamber equipped 
with an 8 kW resistive heating system, LN 2 cooling system, and fan for reduced temperature 
gradients. An electric motor driven fan provided forced convection for consistent and rapid heat 
transfer while the use of liquid nitrogen provided rapid cooling in order to accurately develop a 

37 

Approved for public release; distribution unlimited. 























quickly changing atmosphere. From specification the chamber can heat up from room 
temperature to 316 °C in less than 30 minutes and cool from room temperature to -129 °C in less 
than 20 minutes, while providing a temperature gradient less than 2 °C and temperature stability 
of ± 2 °C (www.mts.com). Preliminary tests revealed the chamber heating and cooling rates were 
sufficient for replicating aircraft free stream and bay time dependent temperatures. Also 
Appendix G demonstrates the chamber’s ability to follow dynamic temperature trends. 

Figure 4.23 summarizes temperature range and heating/cooling rates versus MTS 
chamber values. Furthermore, Appendix H reports environmental chamber liquid nitrogen 
consumption. It was determined a 50-100 liter cryogenic cylinder would suffice for one hour of 
temperature ramps and dwells during testing. 


Modern Aircraft on 1 % Hot or Cold Day 

MTS 651 Capability 

• Altitude 

• Ambient Temperature 

- L1J Range: 0 to 12,000 m 

- [11 Rate of Climb: 200 m/s 

- Range: -130°C to 320°C 

♦ Ambient Temperature 

- Avg. Rate of Change: 

- PlRange: -73°C to 49°C 

• Heating: 2.5°C /s 

- Adiabatic Lapse Rate: -6.5°C/km 

• Cooling: 0.9°C /s 

- Rate of Change = 1.3 °C/s 
• (0.2 km/s * 6.5°C/km) 

• Bay Temeprature 

[1] Navarro (1997) 

- Range: -54°C to 71°C 

[2]MIL-HDBK310 (1997) 

- [31 Rate of Change: 1.0 °C /s 

[3JMIL-STD 2218(1992) 


Figure 4.23 Temperature Range and Rates of Change 

NASA’s SRA EHA system exhibited the following performance parameters: 13,000 lbf 
(58 kN) in tension or compression, 4” (102 mm) of stroke, and 6 in/sec (150 mm/s) rate (Navarro, 
1997). A summary of these performance characteristics compared with in-house hardware 
capabilities is given in Table 1. 


Table 1 In-House Hardware Performance Summary 



Danaher 

EMA 

_ ___ n MTS 

MTS Press 

Chamber 

Mission 

Stroke [mm] 

±150 

± 140 

±50 

Force [kN] 

+ 3.8 

± 20 

±58 

Rate [mm/s] 

±86 

± 1500 

±150 

Temp. [°C] 

-30 to 70 

-129 to 316 

-30 to 70 


Limiting factors in the test envelope include: EM A force, rate, and operating temperature. 
Experimental profile stroke and load commands were scaled to meet these limiting factors. 
Environment temperature profiles were created to replicate bay conditions on standard and hot 
days in addition to design requirements specified in aerospace related EMAS designs. These 
conditions, similar to stroke and force, were constrained by the in-house EMA capability. 
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4.5 Test Matrix and Development of Profile Inputs 

Various combinations of stroke, load, and temperature profiles were constructed in order 
to sufficiently establish a baseline performance for the EMAS and compare increasingly 
demanding scenarios. Mechanical profiles made up of stroke and force grow in complexity from 
static holds which simulate extended cruise periods at constant load and environment to transient 
stroke, force, and temperature experienced in actual flight. The test matrix in Table 2 was 
constructed in order to characterize power draw and thermal energy under duty cycles typically 
experienced by a flight actuator under different environment temperatures. For instance, the first 
profile type (Holding in Tension) was executed with three different environment inputs. The first 
environment lacked active temperature control of the chamber in order to compare with the 
impact of actively controlling the chamber air to a specified setpoint. Next, a test at elevated 
environment temperature determined this impact on EMAS performance and efficiency. Finally, 
dynamic mechanical profiles at varying environment temperatures were completed to analyze 
EMAS energy flow. All tests were completed with the EMA inside the environmental chamber. 

Table 2 Test Matrix 


Test Matrix 

Profile 

Stroke Input 

Force Input 

Environment Input 

Profile Description 

Holding in Tension 

Constant 

Constant 

No Control 

0 velocity against 25% of stall force 
without active temperature control 

Constant 

0 velocity against 25% of stall force 
at environment temperature 22°C 

Constant 

0 velocity against 25% of stall force 
at environment temperature 7CTC 

Holding in Compression 

Constant 

Constant 

Constant 

0 velocity against 25% of stall force 
at environment temperature 22°C 

Short Mission 

Simulated 

Segment 

Simulated 

Segment 

Simulated Segment 

Mission segment representative 
stroke, force at environment 
temperature ~15°C 

Constant 

Mission segment representative 
stroke and force at environment 
temperature 70°C 

Full Mission 

Simulated 

Mission 

Simulated 

Mission 

Constant 

Full mission segment representative 
stroke and force at environment 
temperature 22°C 

Extended Mission 

Simulated 

Mission 

Simulated 

Mission 

Simulated Mission 
1% Hot Day 

Full mission representative stroke, 
force at 1% Hot Day environment 
temperature 


4.5.1 Holding in Tension 

Figure 4.24 shows stroke, force, and environment temperature inputs for holding tests in 
tension. All holding in tension profiles were 1200 seconds in length and had constant stroke (0 
mm) and force (1500 N) inputs. Holding tests in tension were executed under three different 
environments: without active temperature control, with active temperature at 22°C, and with 
active temperature control at 70°C. 
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Figure 4.24 Holding in Tension Input Profiles 

4.5.2 Holding in Compression 

Figure 4.25 shows stroke, force, and environment temperature for holding tests in 
compression. A holding test in compression was completed at only one environment temperature 
(22°C) and was used to compare the EMAS performance of holding in tension versus holding in 
compression. The holding test in compression was a carbon copy of the holding test in tension 
except the force input was -1500 N instead of+1500 N. 
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Figure 4.25 Holding in Compression Input Profiles 

4.5.3 Short Mission 

A short mission, 230 seconds in length, made up of several stroke and force peaks and 
valleys was created to gauge the performance of the EMAS under a dynamic profile at varying 
environment temperatures. Figure 4.26 shows the resulting inputs and how they’re made up of 
several reversal sequences followed by a lateral frequency sweep near the end of the profile. 
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Figure 4.26 Short Mission Segment Profile Inputs 

4.5.4 Full Mission 

A full mission, just over 900 seconds in length, was artificially created to stress the 
EMAS. The first third of the profile is made up of artificially replicated dynamic stroke and force 
commands. The last two-thirds of the full mission profile were a hold in tension at an elevated 
force (5000 N). The hold portion of the full mission profile was similar to an approach and 
landing where the control surface would be deployed to maintain lift resulting in a constant load 
for an extended period of time. 
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Figure 4.27 Full Mission Profile Inputs 

4.5.5 Extended Mission 

Average difference in typical and 1% hot day temperature for increasing values of 
altitude was calculated as 31°C. This average offset is shown in Figure 4.29 which is a plot of 
typical and 1% hot day temperatures as a function of altitude. Therefore, the typical day ambient 
temperature profile was offset 31°C to simulate 1% hot day conditions. Mechanical and thermal 
inputs as a function of time for a 2 hour representative mission are described in Figure 4.29 


Atmospheric Temperature 






Temperature 


Model 

MIL-HDBK-310 

Alt 

Typical Day 

1% Hot Day 

Temperature 
Difference (°C] 

0 

15 

49 

34 

1 

9 

40 

31 

2 

2 

30 

28 

4 

-11 

17 

28 

6 

-24 

6 

30 

8 

-37 

-5 

32 

10 

-50 

-13 

37 

12 

-57 

-22 

35 

14 

-57 

-30 

27 


Average 

31 

Standard 

Deviatoin 

3.5 


Figure 4.28 Bay Temperature for 1% Hot Day Methodology 
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Figure 4.29 Extended Mission Profile Inputs 

4.6 Measurement Uncertainty 

Measurement uncertainties can come from the measuring instrument, from the item being 
measured, from the environment, from the operator, and from other sources (Bell 1999). In 
relation to the test setup of an EMAS, measuring instruments and the environment were the 
primary sources for uncertainty. Therefore, work was done to quantify uncertainty associated 
with both sources. From this, uncertainties in power and energy calculations used to assess the 
performance of the EMA were determined. Additionally, efforts were taken to reduce any errors 
in measurement by calibrating each measurement device, including the load cell, current 
transducers, voltage probes, and thermocouples. 

4.6.1 Instrument Uncertainty via Calibration 

Each device was calibrated against a known input. The load cell was calibrated by MTS 
personnel in 2011. For added assurance we loaded the force transducer in tension with a known 
weight and recorded the output as a function of those known inputs. DC bus voltage was 
measured using Tektronix P5200 Voltage probes, which were rated to 1300 V and provided 
500X attenuation. Our experiment included nominal driver voltages of 320 Vdc and possible 
spikes upwards of 900 V. Therefore, in order to check the attenuation of the probes a Voltage 
Source which could provide upwards of 400Vdc was necessary. It was found over a wide range 
of DC Voltage inputs that the average attenuation of both probes was indeed 499-505. Thus, this 
value was used in transducer transfer function. Similar efforts were completed for the current 
transducers in which a power source generated a range of current values absorbed by a resistor 
bank. 


Thermocouples were calibrated with the use of a thermal bath and high precision RTD. 
All of the thermocouples were fixed to the temperature sensing region of the RTD, to minimize 
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spatial errors, and submerged in a temperature-controlled silicon oil bath. The bath was 
commanded by a Lab VIEW program to reach temperatures of -20°C to 150°C at 5°C degree 
intervals. The bath was considered at equilibrium when the standard deviation of the last 100 
RTD samples was less than .005 °C. Once the bath reached equilibrium an RTD and 
thermocouple value was sampled every second for 15 seconds. This process was completed for 
the increasing temperature curve, from -20°C to 150°C, and for the decreasing temperature curve, 
150°C to -20°C, to identify any hysteresis errors. Thermocouple temperatures recorded were then 
associated with RTD temperature readings and fit to an equation for each thermocouple, which 
was used by the RT DAQ to calculate true temperature based on measured temperature. 

Figure 4.30 provides a summary of calibration uncertainty results and manufacturer 
reported uncertainties. For more detail on calibration procedures see Appendix I. 


LEM Current Sensor 

■ ^luke Multimeter error: ± 0.043 A 

■ Range:-10 to 10 A 

■ MaxTransducer Errorfrom 
Calibration Curve: ± 0.013A 

■ Range:-10 to 10 A 

Max Uncertainty= 

±0.043 A 
± 0.013A 

= ± 0.056 A 


Tektronix Voltage Probe 

■ 2 HP Voltmeter error: ± 0.54 V 

■ Range:-1000 to 1000 V 

■ Max Probe Error from Calibration 
Curve:! 0.81V 

■ Range:-900 to 900 V 

Max Uncertainty= 

± 0.54V 
± 0.81 V 

= ± 1.35V 


[1] Accuracy from specification is reported as [ ± 0.5% of Reading ] 

[2] Accuracy from specification is reported as [ ± 0.06% of Reading ] 


Manufacturer 

Calibration 


MTS LVDT 

■ Range: ±140 mm 

Max Uncertainty: 
±0.082 mm 


MTS Load Cell 

■ Range: ± 20 kN 

Max Uncertainty: 
±12 N 


In-House 

Calibration 


Omega 

Thermocouples 

■ RTD error: ± 0.0297 °F 

- Range:-328 to 752 °F 

■ Bath Standard Deviation 
Threshold: ±0.0045 °F 

■ Max Corrected 
Thermocouple error 
from Calibration Curve: 
±0.243 °F 

■ Range:-4to 302 °F 

Max Uncertainty= 

± 0.0297 °F 
± 0.0045 °F 
± 0.243 °F 

= ± 0.277 °F 
= ±0.154 °C 


Figure 4.30 Transducer Uncertainties 

4.6.2 Environment Induced Uncertainty 

It was found laboratory air temperature was relativity constant over the course of several 
months of testing. The laboratory temperature varied approximately 2 degrees C, resulting in 
negligible effect on our measurement system (instruments, transducers, DAQs). However, 
special attention was afforded to the variation in DAQ readings as a function of board 
temperature and duration of operation. Both electrical and thermal DAQ boards required at least 
15 minutes of warm-up (engaging Analog to Digital Converter) in order to reach a steady state. 
This was identified when electrical measurements showed a tendency to drift from zero to some 
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offset over the first 15 minutes of measurement when EMAS was off (no electrical power draw). 
Additionally, a substantial source of electromagnetic interference (EMI) was present in the 
laboratory. In order to characterize the DAQ error due to EMI, the EMAS was powered on but in 
an unloaded state with no power draw or movement (0 velocity), while stroke, force, voltage, 
and current were sampled for 30 seconds. Measured responses in Figure 4.31 were smoothed 
using the Savitzky-Golay method and then their range determined as the difference in the 
maximum and minimum value over 30 second period. 



Time [s] 


236 



230-1-•-1-<-1-■-1-*-1-•-1- 

0 5 10 15 20 25 

Time [s] 



Figure 4.31 Laboratory Environmental Noise Characterization 

Based on that analysis, environmental uncertainty for each of the measurements was assumed to 
equal the range of each measurement and can be found in Table 3. Appendix J further develops 
analysis of environment noise and some methods to eliminate aliasing. 

Table 3 Environment Noise per Sensor 


Measurement 

Noise Band 

Sensor Range 

% of Range | 

Stroke [mm] 

±1.0 

±140 

± 0.70% 

Force [N] 

±2.5 

± 20,000 

±0.01% 

Voltage [V dc ] 

±1.0 

±900 

±0.11% 

Current [A dc ] 

±0.025 

±10 

± 0.25% 


4.6.3 Final Uncertainty 

In summary, the magnitude of each measurement uncertainty as a result of environment 
and instrument influences were assessed. The maximum uncertainty whether environment or 
instrument related was used to determine uncertainty propagated to mechanical and electrical 
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power calculations. Current, voltage, and load measurement uncertainty was fixed by transducer 
calibrations while stroke measurement was fixed by environment uncertainty analysis. These 
uncertainty bounds were utilized against calculated parameters in post-test energy analysis. 
Based on McClintock’s method, the uncertainties present in each measurement have been 
accounted for and their impact on power calculations determined (Kline & McClintock, 1953). 
These values with their derivation can be found in Figure 4.32. 


• Electrical Measurement Uncertainty 

- Voltage Probe : ±1.35 V 

• ±1.35 V/ ±900 V=> +0.15% 

- Current Transducers: ±0.056 A 

• ±0.056 A/± 10A=> ±0.56% 

- Electrical Power Calculation 

. v *| 

dt dc dc 

• (0.15 2 +0.56 2 ) 1 / 2 = ±0.60% 

• Mechanical Measurement Uncertainty 

- Press Load Cell: ±12 N 

• ±12 N / ±20,000 N => ±0.06% 

- Press LVDT: ±0.08 mm 

• ±1.0 mm / ±140 mm => ±0.70% 

- Mechanical Power Calculation 

, dw m _ * 
dt 

• (o.oe^o.zo 2 ) 1 / 2 = ±0.70% 


Figure 4.32 Final Measurement Uncertainty and Propagation 


4.7 Post Test Analysis 

A methodology was created for organizing test data, screening the results for accuracy, and 
applying an energy analysis to the results. This methodology was improved for efficiency and 
honed to reduce down time between tests. Some of the pertinent details are covered in the 
following subsections. 


4.7.1 Post-Processing and Smoothing 

DIAdem was used for post-processing due to its ability to store and generate calculations 
on large data sets, more so than MATLAB and EXCEL. Additionally DIAdem offered a few 
built in functions for signal filtering which was required as result of power electronics induced 
noise. Various approaches were tested when smoothing actuator measured parameters. Some of 
the approaches included a moving average function, Savitzky-Golay function, and a built in low 
pass digital filter function. The first technique calculated an arithmetic mean for each value from 
the channel value and a specified number of neighboring values. The second technique smoothed 
a signal by fitting a polynomial function section-wise to the signal via the least squares method. 
The third method filtered all frequencies above a specified limit frequency. This method retained 
characteristics of the signal better than the first and second technique. Figure 4.33 demonstrates 
the effect of all three methods when applied to a noisy temperature signal. In Figure 4.33, the 
smoothing function result is covered by the Savitzky-Golay function result. Both the smoothing 
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and Savitzky-Golay functions removed measurement noise but attenuated realistic variations of 
temperature when using a 12 point window. Qualitatively, digital filter function removed noise 
from the signal without distorting the characteristic trend and was therefore the best approach. 
Savitzky-Golay function with a 12 point window was utilized for measured and calculated 
parameters such as: stroke, force, velocity, temperature, and rate of change temperature. 



Figure 4.33 Post-test Smoothing (Smooth Function in red covered by Savitzky-Golay Function in green) 


4.7.2 Sign Convention 

Sign convention was important in determining energy flow direction. Figure 4.34 shows 
force and stroke sign convention established by the independent measurement and control 
systems. Work was done by the EMA if the load was opposing the direction of EMA velocity. 
Work was done on the EMA if the load and velocity shared the same direction. Due to the sign 
convention already established in the laboratory, extending against a load in compression or 
retracting against a load in tension resulted in a negative value of mechanical power. Therefore, 
the sign of mechanical power was adjusted in post processing to positive when work was being 
done by the system in order to coincide with the convention of Figure 4.35. 



i 



Figure 4.34 Mechanical Parameters Sign Convention 
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4.7.3 Energy Analysis 

The block diagram in Figure 4.35 depicts an EMAS and its primary components. The red 
outline in Figure 4.35 represents the control system utilized to analyze EMAS energy flows. The 
control system included the following primary energy users: servo drive, electric motor, and 
actuator. The control system was defined to include these components because traditionally they 
are the hottest components in an EMAS (Zhou, 2010). The block diagram accounts for work and 
heat transfer in and out of the system. 



Figure 4.35 Experiment EMAS Block Diagram 


The first law of thermodynamics when applied to this control system: 

dE dW dQ 
— = —+ — 
dt dt dt 

where energy increase of the system equals the heat received plus the work received (White, 
1984). Electrical power drawn by the system was calculated as the product of measured DC bus 
voltage and current at discrete intervals: 


dW e 

dt 


= VI 


Electrical power was numerically integrated from the profile’s initial to final time, resulting in 
electrical work: 


f T fdW e 

We T i~>T f ~ J ~df dt 
1 i 

Mechanical power exerted by the system was calculated as the product of measured force and 
calculated ram velocity at discrete intervals: 

dW m ^ 


Ram velocity was calculated by a central difference method where At equals the sampling period: 
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%i +1 %i -1 

2At 


Mechanical power was numerically integrated from the profile’s initial to final time, resulting in 
mechanical work: 


W r 


m T ;-»7y 


r 

J T t 


T f dWrr, 


dt 


dt 


By re-arranging the first law of thermodynamics, net work was defined as thermal energy: 


E T^T f - Qr^Tf - W e Ti ^Tf - W m Ti ^T f 

where, 


E Tt -+T f ~ Qr^Tf = Thermal Energy 
W P „ _ = Electrical Work 

e Ti->Tf 

W n _ = Mechanical Work 

f 

Under regeneration mechanical energy can overcome the motor causing it to behave as a 
generator and produce electrical energy. Under this scenario, the difference in mechanical work 
and electrical work is also defined as thermal energy. Bidirectional arrows in the block diagram 
indicate the system’s ability to operate in both modes. 

Thermal control was developed to simulate realistic EMAS environmental conditions. 
However, lack of pressure control limited the ability to realistically simulate air pressure and 
density as a function of altitude over the mission test. As a result, heat transfer modes and their 
magnitude throughout the test are not wholly representative of an actual flight. For instance, on a 
1% Hot Day at altitude (7.8 km) the air density is 46% of its value at sea level (MIL-HDBK-310). 
“Thermal conductivity, specific heat, viscosity, are all nearly independent of pressure for gasses 
and liquids from “soft” vacuum to several atmospheres. But the density of gases varies widely 
with pressure (MIL-HDBK-251).” Therefore, air at high altitudes is a poor medium for 
convection. This can have significant implications for platforms that rely heavily on convection 
as their primary means of cooling. 

4.7.4 Reduced Energy Analysis 

Upon post-test analysis, it was noticed that there was little to no work done on the system 
and therefore negligible regenerative energy. There was negligible regenerative energy because 
the EMA system was nearly always expending mechanical work with little to no mechanical 
work being done on the system. The EMA system was nearly always expending mechanical 
work because the hydraulic press response was delayed which caused the load to always impede 
the direction of EMA acceleration. Additionally lack of regenerative resistor (TC 8) and 
transistor temperature (TC 9) change over all profdes suggested negligible amounts of 
regenerative energy were realized. Figure 4.36 demonstrates this claim for a dynamic mission 
where regenerative cycles are most likely to occur. Measured force overshoot as a result of the 
hydraulic press delayed response was significant throughout the entire profile and is shown on 
the left. Throughout the entire profile the load impeded the direction of EMA acceleration. On 
the right regenerative resistor (TC 8) and transistor temperature (TC 9) show little to no change, 
supporting the claim that negligible amounts of regenerative energy were experienced. 
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- TC 51 GET Heat Spreader 1. Mn: 2518. Max 2642 

- TC 61 GET Heat Spreader 2. Mn 25 36. Max 26 84 

- TC 71 GET Heat Spreader 3. Mn 24 74. Max 25 SO 

- TC 8 Regen Transistor. Mn: 22 73. Max 22 82 

TC 9 Regen Resistor. Min 2241. Max 22 84 
TC 11 Dmrer Ambient outside Case. Min 22 16. Max 22 85 
-TC 13 Heat Sink Ambient near Case. Min: 24 08. Max 24 74 



Figure 4.36 Force Control (Left) and Regenerative Component Temperature (Right) 


Therefore, the EMA control system defined in Figure 4.35 could be simplified to include only 
electrical energy input, mechanical energy output, and thermal energy stored and or transferred 
to the environment. Figure 4.37 is a simplified diagram of these energy flows and their typical 
magnitude. 



Thermal 

Energy 


Mechanical 

Energy 


Figure 4.37 Typical Energy Flow throughout Tests 


As a result of the simplification, thermal energy which accounted for heat stored within 
the control system and transferred to its sink was determined as the difference in electrical input 
energy and mechanical output energy for each test. Moving forward, thermal energy in addition 
to the rate of change of temperature and temperature difference for temperature sensitive 
components was used to determine thermally malignant portions of profiles and their thermal 
design points. Additionally, conservation of energy figures are used to highlight the proportion 
of electrical, mechanical, and thermal energy for each test. 
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CHAPTER 5 
TEST RESULTS 


5.1 Full Mission Test Overview 

A full mission profile was artificially created based on EMA performance data and 
realistic EMAS duty cycle and ambient conditions. The test was just over 900 seconds in length 
and aimed to stress the EMAS. Measured mechanical data stroke and force and electrical data 
voltage and current are shown in section 5.2 and 5.4 to demonstrate how the following 
parameters were calculated: velocity, power, and energy. Environmental chamber performance is 
highlighted in section 5.3. Thermal results are discussed in section 5.5. Lastly, these parameters 
were used to generate insights for EMAS performance in section 5.7. Note, only test results for 
full mission test are presented in this section, additional results for remaining test matrix profiles 
are presented in Appendix K. 

5.2 Full Mission Mechanical Results 

Figure 5.1 is a plot of measured and input stroke as a function of time. This plot 
demonstrates the EMAS’s capability to replicate a dynamic stroke profile. The full mission 
profile consisted of a dynamic actuation phase followed by an extended holding phase. 
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Figure 5.1 Full Mission—Input and Measured Stroke 
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Figure 5.2 is a plot of measured and input force as a function of time. There was a large 
discrepancy between measured and input force during the dynamic portion of the profile. This 
was due to the lack of dynamic controllability of the MTS hydraulic load frame at the time of the 
test. It was believed feed forward PID control and signal conditioning would greatly improve 
force following and reduce the discrepancy experienced under these tests. This area was 
established as future work. The magnitude of force under dynamic portions of the profile led to 
higher levels of electrical power than if there were no discrepancy and as a result greater 
component temperatures were realized. During the holding portion of the profde the force 
discrepancy was virtually eliminated. 



Figure 5.2 Full Mission—Input and Measured Force 

Figure 5.3 is a plot of calculated velocity based on the procedure developed in section 4.7.3. 
Under the dynamic portion of the profile, the EMA reached over 100 mm/s several times. 
Velocity was approximately 0 mm/s from 300 seconds to 900 seconds of the profde. 
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Figure 5.3 Full Mission—Calculated Velocity 

Figure 5.4 shows the result of the mechanical power calculation. Mechanical power was 
integrated with respect to time in order to determine mechanical energy. Peak mechanical power 
values correspond with times of peak velocity and force. Peak mechanical power values reached 
approximately 800 W. Mechanical power was 0 W during the holding portion because velocity 
was effectively 0 mm/s. 
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Figure 5.4 Full Mission—Calculated Mechanical Power 

5.3 Full Mission Electrical Results 

Figure 5.5 shows DC bus voltage as a function of time. During periods of peak velocity 
and force, where DC current draw was also at its peak, the DC bus voltage was reduced from 328 
Vdc to approximately 315 Vdc. During the holding portion of the full mission profile, DC bus 
voltage was virtually constant at 326 Vdc. 
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Figure 5.5 Full Mission—Measured DC Bus Voltage 

Figure 5.6 shows DC bus current as a function of time. During periods of acceleration DC bus 
current reached 5.5 A. Average DC bus current to hold a constant position against 5000 N was 
approximately 3.4 A. 
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Figure 5.6 Full Mission—Measured DC Bus Current 

Figure 5.7 shows measured regenerative circuit current. This plot highlights the fact that very 
little (maximum 50 mA) regenerative circuit current was generated. It indicated that the DC bus 
capacitor was large enough to absorb all the regenerative energy without engaging the breaking 
resistor. 
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Figure 5.7 Full Mission—Measured Regenerative Circuit Current 

Figure 5.8 shows the result of the electrical power calculation. Electrical power was integrated 
with respect to time in order to determine electrical energy. Peak electrical power values 
correspond with times of peak current draw, peak velocities and force. Electrical power was 
approximately 1,100 W while holding a constant force and reached over 1700 W during the 
dynamic portion of the profile. 
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Figure 5.8 Full Mission—Calculated Electrical Power 

5.4 Full Mission Thermal Results 

Figure 5.9 shows resulting EMA temperature trends. Environment temperature was held 
constant at 22°C. Motor ambient increased over the course of the test and was slightly higher 
than the environment temperature, thus reducing the temperature difference between the motor 
case and motor ambient. Motor windings (TC 1 and TC 2) temperature experienced significantly 
greater temperature rise than TC 0 during the holding phase. Thermocouple TC 0, TC 1, and TC 
2 were embedded near each of the three motor phases at the end turn. Therefore, it was believed 
the two phases associated with TC 1 and TC 2 were actively engaged during the holding, and 
therefore exhibited greater current than the third phase indicated by TC 0. Consequently, the two 
phases associated with TC 1 and TC 2 incurred higher copper loss and therefore higher 
temperature. However, this could not be verified because motor phase current was not measured. 
Overall, motor case and winding temperature approached but did not reach steady state during 
the holding portion of full mission. 
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- TC 0 Motor Winding, Min 22 54, Max 36.08 

- TCI Motor Windtfig, Min 22.47, Max: 45.54 

- TC 2 Motor Winding, Min 22 67. Max: 43.56 

TC 10 Motor Case. Min: 22.35, Max: 31 74 


TC 15 Motor Ambient near Case, Min 22.22. Max 22.55 
TC 16 Chambar Ambient. Min 22.16, Max: 22.34 



Figure 5.9 Full Mission—EMA Temperature 

Figure 5.10 shows resulting motor controller temperature trends as a result of the full mission 
profile. TC 5, TC 6, and TC 7 which were coupled to the heat spreader of the motor controller’s 
IGBT power module experienced the greatest operating temperatures. TC 8 and TC 9 were 
placed atop the regen transistor and resistor and experienced the lowest operating temperatures. 
TC 8 and TC 9 did not experience a temperature rise during the holding portion of full mission 
while all the remaining component temperatures did (TC 5, TC 6, TC 7, TC 13, and TC 14). This 
observation was consistent with the low measured regenerative circuit current shown in fig. 5.7. 
Note: the motor controller was outside the environmental chamber. 
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TC 5 IGBT Heat Spreader 1. Mn: 23 98, Max: 3D.40 
TC B IGBT Heat SpreadEr 2, Mn: 14 14. Mas 30-32 
TC 7 IGBT Hear Spread sr 3. Min: 23 72. Max 20.62 
TC 3 Regtn Transsiar, Min. 21 31, Max. 21 46 
TC S Regen Resistor,Min 20.78.MacK 21.50 
TC 11 Drrvtf Ambientcuteide Cass. Mm 21.59. M ax. 2274 
TC 13 NeatSmfc Ambient ftear Case. Min. 23.01. Max 26 70 
TC 14 Neat SinK Fin Base. Min; 22.21. Max; 23 69 



Figure 5.10 Full Mission—Motor Controller Temperature 

Figure 5.11 offers more details of each motor winding temperature TC 0, TC 1, and TC 2. All 
three motor winding thermocouples experienced the greatest temperature rate of change just after 
100 seconds and before 300 seconds in the full mission profile. Those two time periods 
corresponded with portions of peak velocity and force. Motor winding temperature rate of 
change neared zero as the length of the holding period increased, indicating an approach to 
steady state. The temperature differences between motor winding TC 1 and TC 2 and the motor 
case grew to more than 10°C during the holding scenario. But, the temperature difference 
between motor winding TC 0 and the motor case increased only a couple degrees. Near the end 
of the profile the temperature difference between the motor case and ambient (~10°C) 
approached the temperature differences between TC 1 and TC 2 and the motor case (~13°C). 
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Figure 5.11 Full Mission—Thermal Results 

5.5 Full Mission Conservation of Energy 

Figure 5.12 provides a time history trend of calculated electrical, mechanical, and thermal 
energies. Mechanical energy remained constant after the holding phase was engaged near 300 
seconds. Electrical energy was greater than mechanical energy and the difference was calculated 
as a gauge of thermal energy. Based on the energy analysis proposed thermal energy was most 
severe during holding in the full mission profile. 
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Figure 5.12 Full Mission—Calculated COE 

5.6 Full Mission Test Summary 

Overall efficiency of the EMAS for the entire mission was 4%, because the EMAS was 
operating at low to near zero velocity for a large portion of the time. In this case, efficiency was 
an average efficiency for the total profile and therefore was not a reflection of the EMA’s 
capability, but rather an insight to the nature of control surface duty cycle. Potentially, improved 
control schemes or mechanical breaking which would eliminate the need for an EMA to operate 
under conditions in which all electrical energy is converted to heat would increase their average 
efficiency. Total electrical, mechanical, and thermal (difference between electrical and 
mechanical) energy as a result of the full mission profile is presented in table 4. 

Table 4 Full Mission Test COE Summary 


Test 

Post Test Analysis 

Profile 

Profile Description 

Electrical 
Energy [J] 

Mechanical 
Energy [J] 

Thermal 
Energy [J] 

Efficiency 

Full Mission 

Full mission segment representative stroke and 
force at environment temperature 22°C 

776,585 ±4660 

27,746 ±277 

748,846 ±4493 

4% 


Table 5 highlights peak rate of change of temperature, maximum motor case and ambient 
temperature difference, and average and peak current. 
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Table 5 Full Mission Test Thermal Summary 


Test 

Post Test Analysis 

Profile 

Profile Description 

Peak TC ROC 
[°C/s] 

Max Motor 

Case- 

Ambient AT 

t°C] 

Avg. Current 
[A] 

Peak Current [A] 

Full Mission 

Full mission segment representative stroke and 
force at environment temperature 22°C 

0.19 

9.53 

2.62 

5.50 
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CHAPTER 6 

CONCLUSIONS AND FUTURE WORK 


6.1 Conclusions 

A test matrix made up of varying mechanical demands and environment temperatures 
was constructed in order to highlight thermally stressful situations and potential thermal design 
points. Mechanical profiles made up of stroke and force grew in complexity from static holds 
which simulated extended cruise periods at constant load and environment to dynamic stroke, 
force, and temperature experienced in actual flight. Table 6 summarizes thermal parameters used 
to analyze each test. 

Table 6 Test Matrix Thermal Summary 


Test 

Post Test Analysis 

Profile 

Profile Description 

Peak TC ROC 
[°C/s] 

Max Motor 

Case- 

Ambient AT 

t°c] 

Avg. Current 
[A] 

Peak Current [A] 

Hard Hold 

Tension 

0 velocity against 25% of stall force without active 
temperature control 

0.03 

4.18 

1.15 

1.32 

0 velocity against 25% of stall force at environment 
temperature 22°C 

0.03 

2.95 

1.19 

1.35 

0 velocity against 25% of stall force at environment 
temperature 70°C 

0.02 

1.39 

0.99 

1.31 

Hard Hold 
Compression 

0 velocity against 25% of stall force at environment 
temperature 22°C 

0.04 

3.15 

1.63 

1.95 

Short Mission 

Mission segment representative stroke, force at 
environment temperature ~15°C 

0.22 

15.11 

1.86 

8.23 

Mission segment representative stroke and force at 
environment temperature 70°C 

0.06 

1.04 

0.77 

5.13 

Full Mission 

Full mission segment representative stroke and 
force at environment temperature 22°C 

0.19 

9.53 

2.62 

5.50 

Extended 

Mission 

Full mission representative stroke, force at 1% Hot 
Day environment temperature 

0.09 

22.00 

0.46 

6.43 


Supporting mechanical, electrical, and thermal data for holding, short mission, and extended 
mission tests can be found in Appendix K. 

The first environment lacked active temperature control of the chamber in order to 
compare with the impact of actively controlling the chamber air temperature to a specified 
setpoint. Without active control, the ambient temperature rose steadily due to the heat generated 
by the motor. Next, a test at elevated environment temperature aimed to measure the impact on 
EMAS performance and efficiency. At 70°C, electrical power draw was less than runs at room 
temperature, and therefore the winding temperature rise was approximately 50% less. Lastly, a 
test (Holding in Compression) with active temperature control and environment temperature of 
22°C caused the greatest average and peak current draw. Because of this, temperature rise of the 
EMA motor under this test was greater than the three holding in tension tests. 

A dynamic short mechanical profile was executed at minimum bay temperature (~ -15°C) 
and maximum bay temperature (70°C). The minimum bay temperature tests exhibited the 
greatest average and peak current draw in addition to the greatest motor TC temperature rate of 
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change and temperature difference between motor case and ambient. Lastly, short mission at 
minimum bay temperature exhibited the greatest thermal energy of the two short mission tests. 

Another full complex mechanical profde which included several periods of variable 
stroke and force followed by an extended portion of holding was executed at 22°C environment 
temperature. Additionally, an extended mission (2 hours in length) made up of representative 
stroke, load, and environment temperature was completed. 

Each of the aforementioned profiles shed light on thermally significant portions of flight. 
Overall, it was found that transient missions of an EMAS presented the most electric demand of 
an aircraft electric system, and holding presented the most severe thermal stress of an EMAS. 
Holding scenarios presented themselves as the most thermally stressful scenario, where the 
EMAS operated at 0% efficiency and the most heat was produced. 

6.2 Future Work 

With the knowledge gained through EMAS experimentation suitable thermal 
management methods can be designed and included in the experiment for thermal performance 
testing and verification of cooling concepts. More detailed testing at the component level could 
be used to capture spatial, temporal, and temperature dependent properties and their effect on 
EMAS efficiency. Currently, the test apparatus and laboratory capability permit extraction of 
parameters which could lead to improved EMAS design for PFC actuation. In addition to the 
application of various cooling technologies an additional control parameter could be 
introduced—pressure. This additional control parameter could be realized through the use of an 
altitude chamber. Air pressure can be reduced to 0.2 atmospheres within the flight envelope, and 
therefore, reduced air density, which has a significant impact on convective heat transfer (MIL- 
HDBK-310C). Controlling pressure as a function of altitude would increase the fidelity of 
EMAS thermal management testing. Pressure control would also permit a more accurate 
assessment of thermal limitations for the EMAS under test, resulting in clearer design 
specifications for thermal management techniques. 

As the force test data showed, there was a significant discrepancy between input and 
measured load supplied by the hydraulic press. Improvement of the MTS hydraulic press 
dynamic force control is critical to accurate simulation of the aerodynamic load of a flight 
control surface. 

Lastly, the test apparatus, data acquisition system, and control scheme developed under 
this project permit continued investigation of electromechanical actuation and its place in 
modem aviation. 
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APPENDIX A 

TEST SETUP FABRICATION 


Safety Shields 

Safety shields were constructed from 6mm lexan in order to protect lab personnel from 
high pressure fluid and or flying objects in case of a fluid line rupture. The shields in addition to 
hydraulic plumbing clamps were critical in achieving safety plan approval. Figure A-l shows 
shields constructed for the hydraulic service manifold on the left and hydraulic press on the right. 




Figure A-l Laboratory Safety Shields 


U-plug modification 

U-plug accessories accompanied the environmental chamber and afforded the user the 
ability to affix test specimens to fixtures outside of the chamber. U-plug material (white in 
Figure A-2) was very brittle and took significant care not to crack or break. A hole-saw was 
determined to be the most efficient method of cutting a circle in the U-plug material. Two halves 
were sandwiched together (exactly as they are when placed within the chamber) and held tight 
with two clamps. Next a cordless drill was used to slowly drill through each side of the U-plug, 
creating an opening just larger than the fixture the U-plugs surround. 'A inch plywood was placed 
under the white insulation material to reduce blow out when the drill bit broke the surface on the 
backside. Sandpaper and fine toothed files were used to clean any remaining rough edges. 
Ultimately, this method resulted in a clean fit around both ends of the actuator. Figure A-2 and 
A-3 demonstrate the upper and lower U-plug fit within the test apparatus, respectively. 
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Upper U-Plug Modification Result 



Figure A-2 Environmental Chamber outfitted with Modified U-Plugs—Upper Section 


Lower U-Plug after Modification 



Figure A-3 Environmental Chamber outfitted with Modified U-Plugs—Lower Section 
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Press-Chamber Fitting/Installation 

Three primary concerns were observed when determining how to most efficiently install 
a test article within the load frame. First, the bulk of the actuator needed to be surrounded by the 
environmental chamber. Secondly, sufficient space and material was required between the 
heated/cooled interior of the chamber and load cell to prevent temperature related error. Lastly, 
sufficient space for the press-EMA coupling to cycle up and down without bottoming out the 
hydraulic cylinder or striking the bottom of the chamber was required. These requirements were 
used in addition to the dimensions of the actuators under test in order to find the most 
appropriate position of the press frame crosshead, environmental chamber height, and home 
position for the press-EMA coupling. Figure A-4 highlights the resulting hydraulic press - EMA 
- environmental chamber configuration. The cross head height measured from top of press table 
to top of cross head was 76.5 in. The height of the environmental chamber was set to its 
maximum in order to provide ample space outside the chamber for actuation throughout the 
desired range of ± 2 in. The press-EMA coupling is capable of utilizing the entire 10” range 
between the press table top and chamber’s bottom. However, software end limits were set to 
prevent the coupling from striking the bottom of the chamber or bottoming out the hydraulic 
piston. 



Figure A-4 Environmental Chamber-Hydraulic Press Configuration 


EMA-Press Fixtures 

In order to meet the three requirements outlined in press-chamber fitting/ installation 
section a few mechanical connections were designed and machined. Each of these connections 
and their mating components within the test apparatus are shown in Figure A-5. 
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Figure A-5 Fixture Hardware in place 


Both the MTS hydraulic ram and load cell threading were M27 x 2.0 mm, a very 
uncommon thread and therefore required some additional work for proper mating. Two 12” M27 
x 2.0 mm threaded rods were purchased to use in connecting the female clevis to the press 
hydraulic ram. A male clevis was developed to connect the rear side of the EMA to the load cell 
and ultimately the load frame. The male clevis and spacer block were both bored with female 
threading to permit male threaded rod to connect the two. Lastly, the spacer block connects to the 
load cell via M27 x 2.0 mm threaded rod. All threaded connections were designed to engage the 
threads a distance of at least two diameters of the threaded rod used in the connection. Finally, a 
clevis pin or in this case a shear pin was designed to mate the female clevis on the hydraulic ram 
to the spherical joint on the EMA. Figure A-6 highlights the three components designed and 
machined—Male Clevis, Spacer Block, and Shear Pin. 
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* These drawings are not to scale; rather representative images of the actual hardware 

Figure A-6 Drawings of Fixture Designs 

Exlar EMA Anti-Rotation Concept 

A larger and more powerful EMA was purchased for future testing that would extend the 
testing envelope beyond the capability of the current EMA under test. This EMA was capable of 
stroke rates, stall force, and output power that correlated with specifications PFC actuators used 
in EPAD testing. However, the EMA purchased for this application utilized a roller screw 
assembly which requires an anti-rotation device to prevent the EMA ram from rotating 
throughout its stroke. The manufacture suggested an anti-rotation accessory. However, the 
accessory would interfere with the use of an environmental chamber. Therefore, an in-house 
anti-rotation concept was developed which would prevent the EMA arm from rotating while 
extending/retracting and did not interfere with other testing equipment (hydraulic press and 
environmental chamber). Figure A-7 demonstrates the mechanism and its attachment points. The 
device consists of a uni-strut frame, an aluminum arm with a machined section to act as a clamp, 
and roller bearings. The aluminum arm joins the EMA-Press coupling to the uni-strut riser and 
prevents any rotation based on its geometry. Roller bearings permit translation along the uni-strut 
riser section while the Press-EMA coupling moves up and down. The assembly was designed 
such that all components have sufficient clearance of the environmental chamber and hydraulic 
press. Design, material, and machining costs were estimated to be much lower than purchasing 
an accessory anti-rotation device. 
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Figure A-7 SketchUp Drawing of Anti-Rotation Concept 
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APPENDIX B 

LAB VIEW VI’S AND ITOOLS 

Throughout the course of the project several Vi’s and sub-VI’s were constructed to help 
with experiment control, data acquisition, troubleshooting, and several other tasks. The most 
pertinent routines are highlighted below with a screen shot of the block diagram and short 
explanation of their purpose/function. 

ChannelSetup.vi 

Shown in Figure B-l is the block diagram of a subVI responsible for analog input 
channel setup. Parameters defined in this routine are measurement type (differential), channel 
range (maximum and minimum voltage), channel units, channel sampling rate (10003 
Samples/sec), and sampling method (continuous). This particular template was used repeatedly 
for analog input channels including but not limited to measurements of stroke, force, voltage, 
and current. 



CurrentTransducerCalibration.vi 

Figure B-2 is the block diagram of a VI used to calibrate current transducers. Two sub- 
VI’s placed before two cascaded for-loops were responsible for channel setup/configuration. The 
cascaded for-loops were responsible for continuously acquiring data and when commanded 
recording, writing, and calculating the average of 5003 samples 5 times. This program permitted 
quick and accurate calibration of current transducers against a digital multimeter at varied levels 
of input current. This same program was duplicated then modified as necessary for voltage probe 
calibrations. 
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SerialCommunication.vi 

Serial Communication VI was written to help troubleshoot and configure serial 
communication between the RealTime machine (Control DAQ) and environmental chamber’s 
temperature controller (Eurotherm controller). This program permitted the user to input 
alphanumeric values and verify serial port settings by comparing read and write buffers. If the 
read buffer mirrored the write buffer successful communication was established. Figure B-3 
identifies the block diagram and front panel. 
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TCcorrelationequations.vi 

Correlation equations created from thermocouple calibration procedures were constructed 
within a subVI to be used within the experiment control program. This subroutine applied a 
linear formula specific to each thermocouple (TC 0, TC 1, TC 2, etc.) every recording before it 
was written to a file. The block diagram depicts its structure and how the array of thermal data is 
disaggregated by index, corrected by a calibration curve, and concatenated to an output array for 
writing. Figure B-4 shows the block diagram of this subVI. 



TrialChamberControl.vi 

Trial Chamber Control VI was developed in order to gain remote control of the 
environmental chamber within the Lab VIEW environment. This program was based on a VI 
provided by Inventsys Eurotherm, the maker of Euro therm 2404 temperature controller. First, 
communication settings were set to specific values shown in the block diagram for both the VI 
and within the temperature controller settings menu. Next, since the temperature controller was 
outfitted with an RS-485 comm-module and National Instruments RealTime DAQ machine only 
supported RS-232 a bidirectional RS-232 to RS-485 converter was purchased and placed in line 
with the RealTime DAQ and EC temperature controller. Finally, the temperature controller 
utilized Modbus communication protocol. This required a Modbus subVI supplied by Inventsys 
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Eurotherm to ensure correct data transmission. With that, a loop with a 10 millisecond wait was 
constructed around the necessary set sub-VI’s for stable and continuous data transmission. These 
features are shown in Figure B-5, the block diagram of TrialChamberControl.vi. 



Trial Chamber Control front panel supports interactive input of chamber setpoint, monitoring of 
process value feedback, some statistics, and viewing of two waveform charts that display 
setpoint and process value trends. The front panel is shown in Figure B-6. 
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Figure B-6 Trial Chamber Control Front Panel 

TrialChamberControl_withProfile.vi 

Trial Chamber Control VI was utilized as a template for a VI (Trial Chamber Control 
with Profile) integrated into the experiment’s overall control. A few modifications were made 
which permitted input of desired temperature profiles which are interpreted by the program and 
relayed to the temperature controller at specified intervals. Temperature profiles were created 
based on a rate of one command per second. That rate was chosen to ensure adequate 
representation of simulated bay conditions and maintain stable data transmission by operating 
within the temperature controller’s update rate. Figure B-7 is a block diagram of the program 
used to autonomously control chamber air temperature as a function of time. The development of 
this program was crucial to the success of simulated environment conditions because Eurotherm 
2404 temperature controller’s profile creation capability was limited by its memory. The 
controller was only capable of 8 individual segments of either ramp or dwell commands. Without 

81 

Approved for public release; distribution unlimited. 






















remote control this limitation prevents the temperature controller from replicating environment 
dynamics experienced by typical EMAs in the field. 



Figure B-7 Trial Chamber Control with Profile Input VI 

The front panel of TrialChamberControl_withProfile.vi is a carbon copy of 
TrialChamberControl.vi front panel shown in Figure B-6. The front panel was sufficient so no 
further modifications were made. 

iTooIs 

Lastly, another important piece of software related to the operation of the Eurotherm 
temperature controller was iTools. iTools is independent of LabVIEW and resides as an 
application on the development PC in the laboratory. This software package provides backup and 
interactive configuration of the temperature controller settings. This program was used to 
generate a backup of the correct device settings which included but not limited to high/low alarm 
values, PID constants, comm settings, heating and cooling configuration, and access levels. A 
file was generated called “20130315 Eurotherm2404TempControllerConfiguratoin.UIC” and can 
be used to reset the temperature controller to the appropriate settings in the event of misapplied 
changes. Figure B-8 is a screenshot of the software interface and location of temperature 
controller configuration backup file. 
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Figure B-8 iTools Software Config File 


Shown in Figure B-9 is another example of the interface and how it mirrors navigation properties 
of the temperature controller when manually modifying values. 



Figure B-9 iTools Software User Interface 
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APPENDIX C 
TEST PROCEDURE 

Main hardware involved: EMA, hydraulic press, DAQ system, Thermo chamber. 

Sequence summary: 

■ Prep the Servohydraulic System 

■ Power on and Enable the HPU 

■ Power on and Enable the EMA 

■ Power on and Enable the Environmental Chamber 

■ Open most recent Lab VIEW Test Control Program 

■ Power off the Experiment 

■ Collect and Analyze Test Data 

Ensure all 3 components shown in Figure C-l are powered on. From left to right these 
components include: 3 PCs (EMA PC, MTS PC, Lab VIEW PC), NI RealTime machine, and a 24 
V Power Supply. 



Figure C-l PCs for Test setup 


Prep the Servohydraulic System 

Move the throw switch to the on position. Power the water pump via the switch at the bottom of 
the panel (digital readout typically reads between 5 and 7 Amperes; ensure current is not greater 
than 10 A) 
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Figure C-2 Water Pump Breaker 


Open hydraulic supply and return circuit valves at both the hydraulic service manifold (HSM) 
and hydraulic power unit (HPU). Figure C-3 and C-4 demonstrate the appropriate valve position 
for the HSM and HPU, respectively. The valve handle should be in line with the direction of 
fluid flow. 



Figure C-3 HSM Supply and Return Valves 



Figure C-4 HPU Supply and Return Valves 
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Additionally, ensure supply and return water valves are opened in a similar fashion. 



Figure C-5 Water Valves at Pump System 


Power on and Enable the Hydraulic Pump Unit 

Power the HPU by turning the power disconnect switch or latch. 
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Figure C-6 Control Panel on Hydraulic Pump System 


Once the HPU touch screen has completed loading choose a language then touch MAIN 
DISPLAY. 



Figure C-7 Control Screen on Hydraulic Pump System 
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The pump will show faulted at start. In order to enable the pump you must choose a module 
(module #3) and touch REMOTE OPERATION. Ensure REMOTE OPERATION remains 
highlighted as shown in Figure C-8. 



Figure C-8 Control Screen on Hydraulic Pump System 


Next, touch status followed by reset to remove the fault. Touch the MAIN option to return to the 
main screen, shown in Figure C-9. 



Figure C-9 Control Screen on Hydraulic Pump System 


Pump is now ready to be operated remotely. Figure C-10 shows the correct configuration as a 
result of the previous steps. 
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Figure C-10 Control Screen on Hydraulic Pump System 


Open Hydraulic Press Control Software 


Open Station manager which is located in the bottom left comer of the taskbar on the MTS PC. 
Choose the config file named ‘22kip Ext force Command.cfg.” Next provide operator control by 
checking the ‘Exclusive Control’ box as shown in Figure C-ll. Finally, choose External 
Command from the control scheme options on the left. 



Figure C-ll System Manager Program for MTS Press 


Power the HPU & HSM by clicking the buttons in the sequence outlined by Figure C-12. Wait 
15-30 seconds between each selection to provide the Servohydraulic system ample time for 
startup. 
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Figure C-12 Control button sequence for MTS Press 


****Toggl e the flow control switch on the hydraulic press from turtle (low flow) to rabbit (high 
flow) before testing. This will ensure the press is capable of utilizing its full capacity. 

Power on and Enable the EMA 



Turn on EMA controller via the toggle switch highlighted in Figure C-13. 


Flip Switch to the left to 
turn on EM A controller 


Figure C-13 EMA ServoDrive and Toggle Switch 


Insert the EMA power cable into the marked 240Vac outlet. 
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Figure C-14 240 V A c Outlet for EMA 


Navigate to the start menu of EMA PC and open DRIVE (ServoDrive Program). Once the 
coupled drives have fully initiated (approximately 15-20 seconds after toggling the power switch) 
click ‘COM1’ as shown in Figure C-15. 



Figure C-15 Drive Software for EMA 


Choose from the OPMODE dropdown 0 Digital Speed. This will permit the operator the ability 
to command constant speed commands and ensure the EMA and its control is fully functional 
before running a test. Next click the Enable button. 
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Figure C-16 DRIVE interface (Enable Button) 
Click on the terminal button shown in Figure C-17. 



Figure C-17 DRIVE interface (Terminal Button) 

Now jog the EMA by typing in “J (then the speed and direction ‘+’ or ) in units of RPM to 
ensure the EMA has no faults. Once the operator is satisfied with the EMA’s response jog the 
EMA to a predefined home position and enter MH to home the EMA within the software control. 



Figure C-18 Drive Software for EMA (Terminal) 

One can check the location of the EMA by observing the analog output value. 4.678 Volts 
corresponds to the home position. 
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Figure C-19 DRIVE Interface (Monitor Button) 


In order to manually move the EMA rod or when using the hydraulic press displacement control 
ensure to utilize 2: Digital Toque from the OPMODE dropdown and input T 0. This corresponds 
to zero torque and permits free movement of the EMA rod. Once the EMA has reached a desired 
starting position retype ‘MH’ in the Terminal. Next, choose 5: ext. Position Nodes which is the 
external command operational mode. 
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Figure C-20 Drive Software for EMA (Switching to OPMODE 5) 

Power on and Enable the Environmental Chamber 

First, insert the environmental chamber power cord into the marked 220V A c outlet. 



Figure C-21 Plug for Thermo Chamber 


Ensure the cryogenic cylinder is properly connected with environmental chamber. The steel 
braided hose is outfitted with two different end fittings; thus, care must be taken to match the 
appropriate end with its mate. Fittings do not require excessive tightening, simply a snug fit. 
When ready for liquid nitrogen (LN 2 ) completely open the valve marked ‘LIQUID’ to permit the 
flow of LN 2 to the chamber. Always wear required personal protective equipment (PPE) 
throughout this process. Figure C-22 shows the correct configuration. 
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Figure C-22 Cryo-cylinder connection with Environmental Chamber 


Next ensure the high limit switch on the environmental chamber is not tripped and turn the 
power switch on. Figure C-23 shows where this process should take place. This will power the 
fan and enable heating or cooling depending on the process value and the current setpoint. Run 
the chamber in heating and cooling mode by changing the setpoint to a value several degrees 
greater and less than room temperature. This can be done by utilizing a LabVIEW VI 
(TrialChamberControl.vi) contained in ‘eurotherm2404.lib’ on the LabVIEW PC desktop. Note 
the chamber door must be closed for heating or cooling to occur. 



Figure C-23 Environmental Chamber Panel 
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Open most recent LabVIEW Test Control Program 

If Lab VIEW 2012 is not already open, open that program from the LabVIEW PC. 

Under projects, choose the most recent experiment project, for example: ‘examplel.lvproj’. Then 
expand the RealTime Target and open the lasted test control VI. In Figure C-24, the latest test 
control program is ‘testingv3.vi’. 



Figure C-24 LabVIEW Project window for 'example l.vi' 

Prior to running the control program, ensure the safety shield is placed between the operator and 
the test setup. If for any reason the experiment is unsuccessful or immediate disabling is 
necessary an emergency stop button is available on the operator’s work station. This emergency 
button is shown the bottom right of Figure C-25. 



Figure C-25 Safety Shield and Emergency Stop Button for Press-EMA 


If the emergency stop button is pressed, it will disable the hydraulic press and the EMA. 
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If the EMA is not disabled via DRIVE software as shown in Figure C-12, the EMA will return to 
the enable state once the emergency stop button is released. Therefore, it is imperative to disable 
the EMA through the DRIVE software immediately after the emergency stop button is activated. 



Figure C-26 Disable Button in Drive Software for EMA 

Once the operator is comfortable, run the VI clicking the Run button on the front panel as shown 
in Figure C-27. 


ldel 



Figure C-27 Lab VIEW ‘testingv3 ’ VI Front Panel 


Power off the Experiment 

Once the experiment is complete, the Lab VIEW VI will stop automatically. 
Disable the EMA by clicking the disable button on the EMA Drive window. 
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Figure C-28 Drive Software for EMA (Disabling EMA) 

Next, disable the Servohydraulic system by following the button sequence in Figure C-29. The 
sequence is the reverse of the sequence used to enable the sevohydraulic system in 
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Figure C-29 Station Manager control button sequence to power down MTS Press 

Completely close the valve marked ‘LIQUID’ on the cryogenic cylinder. Utilize 
TrialChamberControl.vi once more to command a setpoint below room temperature to enable 
cooling mode and exhaust any leftover over LN 2 in the braided hose. Once this is complete the 
operator may stop power off the chamber and remove the braided hose connection from it. 
Completely power off the environmental chamber by removing the chamber’s power cord from 
the 220 Vac outlet. Next, toggle the flow control button on the hydraulic press from Rabbit (high 
flow) to Turtle (low flow). Remove the EMA power cord from the 240 Vac outlet. Power off the 
water pump by toggling the switch on the bottom right of the panel to the off position. Power off 
the HPU by turning the power disconnect latch all the way to the left. Close all hydraulic and 
water valves previously opened. All valve handles should reside perpendicular to the flow of 
fluid. Finally, flip the lever on the panel to off. 
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Collecting and Analyze Test Data 

Run FileZila located on the Lab VIEW PC. 



Figure C-30 FileZila Desktop Icon 


Click on the down arrow of the ‘Open the Site Manager’ icon in the top left comer and choose 
‘DAQ RT’ 
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Figure C-31 FileZila Software Window 


Next, open ‘Test Data’ folder which houses all data collected during the test (mechanical, 
thermal, and electrical). 
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Figure C-32 FileZila Software Application (Location of Recorded Data) 

Finally, Figure C-33 is an image of the test setup after a successful test procedure. 
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Figure C-33 Test Setup after Experiment 
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APPENDIX D 

HARDWARE SPECIFICATIONS 
Kollmorgen EC5 Electromechanical Actuator 

Source: Linear Positioners Catalog_en-US_revA 

http ://www.kollmorgen. com/ en-us/products/linear-actuators/electric-cylinders/ec5 -series 




Figure D-l Industrial EM A under test 


Kollmorgen AKM42G Servomotor 

Source: AKM_Selection_Guide_en-US_revA.pdf 

http://www.kollmorgen.com/en-us/products/motors/servo/akm-series/akm-series-ac- 

synchronous-motors/ac-synchronous-servo-motors 


AKM 3<|> PM Servomotor Cutaway 
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Continuous Cerremt: 4.8 Arms 

Peak Current: 19.2 Arm j 

Torque Constant., Kt=0..74 N^m/Arms 
8acfc EMF constant Ke=4/,5 VArcm 
Resistance (L-L|> Rm=2.3S O 

Pole Pairs: 5 

Max Bus Voltage; 640vdc 

* Rated Torque: 2-9 Nm 

* Rated Speed; 3500 rpmn 
*Rated Power: 1.06 kW 
inductance (L-L), L=9.2 rnH 
Static friction, Tf=Q.02fi N-m 

S6iO drive with 320Vflc bus 

■1SS ThijrniiiitDrOv*rvt*mp PralftcUHlf,, sift tamp fbr fa«a-dyrn um fT*pjn*ls 


Figure D-2 EM A motor specifications 
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KoIImorgen S610 Servodrive 

Source: S300_S600_Catalog_en-US_RevA 

http://www.kollmorgen.com/en-us/products/drives/servo/serviced-drives/s600/ 


S 6 10 0 0 550 


SERVOSTAR* Earn. 


6-S600 

Current Rating (Coot Amts/phase) - 

01 -1.5 amps (S300 480V only) 

03 -10 amps 
06 -6.0 amps 

10 -10.0 amps <5300 230V ft S600 only) 
14- 14.0 amps (5600 only) 

20 -20.0 amp* (5600 only) 

40 - 40 0 amps <5600 only) 

70-70.0 amps (5600 only) 


Factory Instated Option Cards 
NA- No optwn card 
El-Extended UO card 
ON - DewceNetCard 
P8 - PROf IBUS Card 
SE - SERCOS Interface™ Card 
CB • CANopen Master Input Card 
MN - Single Ans Controller Card 

Electrical Option 
0- No option 

1- AS Safety Relay (Option it standard 
on all S300 and S640/S70 models) 



Output Current Per 
Phase: lOArms 

Peak Current (5sec): 
20 Arms 

Rated Input Power: 
8KVA @ 408 Vac, 

Internal Power 
Dissipation: 90 W 

AC Input Line 
Voltage: 208-480 

Continuous Regejn 
Power: 200 W 
(internal), 1500 W 
(external) 


Figure D-3 EM A drive specifications 
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MTS Servohydraulic Load Frame 

Source: http://www.rnts.com/en/products/producttype/test-systems/load-frames- 
uniaxial/servohydraulic/standard/index.htm 


MTS 370.10 22 KIP Load Frame 



Actuator Type 
Vert. Test Space (min/max) 
Load Frame Column Spacing 
Load Frame Column Diameter 
Actuator Location 
Actuator Force Rating 
Load Cell Force Rating 
Actuator Dynamic Stroke 
Crosshead Positioning 
Crosshead Locks 
HSM Maximum Flow Rating 
Floor Standing HSM 
Controller Platform 
Calibration - Site 
Calibration - Electronics 
Calibration - Cable Length 
Calibration - Output Polarity 
Calibration - Full Scale 
Installation 


Axial 

Ext 363/1753 mm (14.3/69.0 in) 
533 mm (21.0 in) 

76.2 mm (3.0 in) 

Integral to Base 
100 kN (22 kip) 

100 kN (22 kip) 

250 mm (10 in) 

Hydraulic Powered Adjustment 
Hydraulic Powered Adjustment 
22S 1pm (60 gpm) 4 servovalve 
Included 
494 Platform 

Standard Factory Calibration 
494.16/494.25/494.26 
7.5 m (25 ft) 

Tension (+), Compression (-) 
250 nun. 4*/- 150 nun 
On-site 


Shown with optional hydraulic grips 

Figure D-4 Hydraulic Press specifications 
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MTS Servohydraulic Controller 

Source: littp://www.mts.com/en/products/producttype/test-components/controllers/flextest- 
controllers/index.htm 



FlexTest 60 



Front 



Back 


(6 VME slots) (8 transition slots, 
7 powered) 


staton Bolder About MTS FlexTest Models 40/60/100/200 Controllers 


Station Manager 

£t 

Basic TestWare 


Station Desktop 
Organizer 


MTS FlexTest Models 40/60/100/200 Controllers are generally used in 
servohydraulic test systems. They provide real-time closed-loop control, with 
transducer conditioning and function generation to drive various types of servo- 
actuators. 

A FlexTest Controller consists of: 

• One or more Series 494 Hardware chassis that contain controller hardware. 

• A computer workstation that runs MTS controller applications. 


S’ 

2* 

Parameter 

FlexTest 

40 

FlexTest 

60 

FlexTest 

100 

FlexTest 

200 

Hwi File Editor 

Test Stations 

2 

Up to 6* 

Up to 8 

Up to 8 

S3 

Control Channels 

Up to 4 

Up to 8 

Up to 16 

Up to 40 


Conditioned 

Transducer Inputs 

Up to 12 

Up to 24 

Up to 40 

Up to 80 

Controller 
Management Tool 

Auxiliary Data Inputs 

Up to 16 

Up to 32 

Up to 64 

Up to 96 

eg 

•With On/Off Hydraulic Service Manifolds only 




Figure D-5 Hydraulic Press Controller specifications 
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MTS Force Transducer 


Source: http://www.mts.com/en/products/producttype/test-components/grips-fixtures- 
accessories/load-cells-force-transducers/index.htm 


MTS 661.20H-03 Load Cell 


494 Platform 
Included 
661.2GH-03 
Metric 

1 00 kN (22 kip) 

M27 X 2MM-6H 

JT 

494.16-494.2 5/494.2 6 
Standard Factory Calibration 
7.5 m (25 ft) 

Tension (+), Compression (-) 

1 00 kN (22 kip) 

MTS 661 Senes Load Cells are designed for a wide array of static and dynamic testing applications The cells are 
designed for cyclic operation in through zero tension compression modes. 

- Low deflection and high degree of stiffness gives better dynamic performance 

- High output shear w eb design resists off-axis loadmg and moments, increasing accuracy and resolution. 

- Proprietary wiring techniques reduce electrical noise. 

- Temperature compensation helps ensure stability 

- Designed for easy integration with other access ones, platens, and fixtures. 

- Manufactured w ith aircraft-quality steels, specially heat-treated to minimize distortion. 

Figure D-6 Hydraulic Press Load Cell 


Controller Platform 
TEDS 

Load Cell Model Number 

Thread Type 

Load Cell Force Rating 

Load Cell Thread Form 

Load Cell Cable C onnector Type 

Electronics 

Calibration - Site 

Cable Length 

Calibration - Output Polarity 
Calibration - Full Scale 
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MTS Environmental Chamber 

Source: http://www.mts.com/en/products/producttype/test-components/enviroiimeiital- 
simulation/chambers/index.htm 


651.06E-04 Environmental Chamber 


Specs 

• Temperature Range:-129°C to 316°C 

• Power: 8kW 

• Fan Power: 0.2 kW 

• Air Temp. Performance: 

- Heating: Ambient to 300°C in <30 min 

- Cooling: Ambient to -129°C in <20 min 

- Temperature Gradient: ± 2 % or 2°C, 
whichever is greater 

- Temperature Stability: ± 2°C 

• Recovery Time to set point temperature 

- Door open 1 min : 4 min 

- Door open 2 min : 5 min 

• Weight: 141 kg 

• Eurotherm 2404 PIP Temperature 
Controller 

- RS 485 COM 

- K-type TC feedback 


Dimensions 

• Test Space Dimensions: 36x43x81cm 

• External Dimensions: 51x79x97cm 


Dimensions 



Figure D-7 MTS Environmental Chamber 


National Instruments Data Acquisition Machine 

Source: NI PXIe-1071 User Manual and Specifications 

http://sine.ni.eom/nips/cds/view/p/lang/en/nid/208933 

The DAQ machine is made up of an NI PXI chassis outfitted with a Real-Time controller, 
and three modules or cards—one for electrical, mechanical, and thermal measurements. 


NI PXIe-1071,4-Slot 3U PXI Express Chassis 

781368-01 


•• • 

w 

L- Mir 




• 3 hybrid slots 

• 230 W total power available from 0 to 50 D C 

■ High performance - up to 1 GB/s per-slot dedicated 
bandwidth and 3 GB/s system bandwidth 

• Compact and lightweight PXI chassis, 13.1 lb (5.94 kg) 

• Compatibility with PXI, PXI Express, Compact PCI, and 
Compact PCI Express modules 


Figure D-8 PXI Chassis 
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NI PXIe-81021.9 GHz Dual Core Real-Time Entoedded SW 

781184-33 





• Deployment platform for Lab VIEW Real-Time and LabWindows™/CVI Real-Time 
applications 

• Execution target for Nl Lab VIEW Real-Time Version 8.6.1 or later applications 

* 1 GB (1 x 1 GB DIMM) 800 MHz DDR2 RAM standard, 2 GB maximum 

* 1 GB/s maximum system and 250 MB/s maximum slot bandwidth 

■ Integrated hard-drive, USB, serial, Gigabit Ethernet, and other peripheral I/O 

Figure D-9 PXI Controller 


Nl PXIe-6361, X Series DAQ (16 Al, 24 DIO, 2 AO) 

• 16 analog inputs, 2 MS/s 1-channel, 1 MS/s multichannel; 16-bit 
resolution, ±10 V 

* Two analog outputs, 2.86 MS/s, 16-bit resolution, ±10 V 

■ 24 digital I/O lines (8 hardware-timed up to 10 MHz) 

■ Four 32-bit counter/timers for PWM, encoder, frequency, event 
counting, and more 

■ Analog and digital triggering and advanced timing with NI-STC3 
technology 

■ Support for Windows 7/Vista/XP/2000 
Figure D-10 Module 3—Electrical Card 



Nl PXIe-6366, X Series DAQ (8 Simultaneous Al. 24 DIO, 2 AO) 

781057-01 



* 8 simultaneous analog inputs at 2 MS/s/ch with 16-bit 
resolution; 16 MS/s total A throughput 

* Two analog outputs, 3.33 MS/s, 16-bit resolution, ±10 V 

* 24 digital I/O lines (8 hardware-timed up to 10 MHz) 

* Four 32-bit counter/timers for PWM, encoder, frequency, 
event counting, and more 

* Analog and digital triggering and advanced timing with Nl- 
STC3 technology 

* Support for Windows 7/Vista/XP/2000 


Figure D-l 1 Module 2—Mechanical Card 
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NI PXIe-4353 32-Ch Thermocouple Nl TB-4353 Isothermal Termnal Block 
I nput for PXI e-4353 


781348-01 







ipaKg 


I^Ily 


781349-01 


Z 


71 


■ Front mounting terminal block for the Nl PXIe-4353 

* Built-in cold-junction compensation 

* Screw terminal connectivity 

* Autodetected; hot swappable 

* 32 thermocouple input channels; 8 built-in cold-junction compensation 
channels; 0.3 :, C accuracy 

* 90 S/s/ch sample rate in high-speed mode; 1 S/s/ch sample rate in high- 
resolution mode 

- 300 Vrms CAT II channel-to-earth ground safety isolation 

* Autozero channels for offset error compensation; open-thermocouple 
detection 

- Multidevice triggering and synchronization via PXI Express 

* NI-DAQmx driver software and Nl LabVIEW SignalExpress LE 
interactive data-logging software 


Figure D-12 Module 3—Thermal Card 
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LEM Current Transducer and Tectronix Voltage Probe 

Source: High-voltage Differential Probes, Current Transducer LA 55-P 
http://www.tek.com/differential-probe-high-voltage 
http://www.alldatasheet.eom/datasheet-pdf/pdf/l 14818/LEM/LA55-P.html 



Current Transducer LA 55-P 

DC, AC, and pulsed current measurements 

Galvanic isolation between primary circuit (high power) and secondary 
circuit (electronic circuit). 

Primary nominal r.m.s . current: 50 A 
Primary current, measuring range :0 .. ± 70 A 
Accuracy @ 50 A , TA = 25°C @ ± 15 V (± 5 %): ± 0.65% 



High Voltage Differential Probes P5200 

Bandwidth: 25Mhz 

Diff Mode Voltage: 1000 RMS or DC, 1300 peak 
Attenuation: 50X/500X 
Power Source: AC Wall Adapter 
Accuracy: ± 3.0 % 


Figure D-13 Electrical Sensors 


Omega Thermocouples Probes 

Source: http://www.omega.com/pptst/JMQSS.html 


Quick Disconnect Thermocouples with M iniature Connectors 

HMQSS Series-JMQSS, KMQSS, EWIQSS. TMGSS,NMQIN 



6" and 12“ Lengths in StoeK 
Sheath Diameters from 0.01D" to 0.125” 


3Q4SS or 321SS Sheath 


Grounded, Ungrounded or Exposed Junction 
Color-Coded SMP Miniature Connector Termination 
Mating Connector and Cable Clamp Included FREE! 
Custom Lengths Available 
Made from Special Limits of Error Material 


Glass Filled Nylon Connector Body Rated to 220 r C (4 25 r 
F) 




Note: Pratm mth 0,032' diarrafcr and target itf/pMadvrtthmiriatira 
rowtror (TK5<rf«fto probe. SmaXm siiad probe* suppled iMfih tamoimbia 
AM fypt-tfptobm mppMad uJth rwnswfcfo oxna&pr. 


Mo too Corrtodof mch Cat* Qmp 
Indtried andPGLM Coble dump 


OMEGAS Quick Disconnect Thermocouples with Miniature Connectors are high quality, economical 
thermocouple probes. They feature a glass filled nylon connector which is rated for temperatures up to 220*C 
(425*F). The probes are available in with diameters as small as 0.25mm(0.0l0 inches) and as large as to 
3.0mm(0.l25 inches). 


Figure D-14 Thermocouples 
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APPENDIX E 

LABORATORY CAPABILITY SUMMARY 

A poster-summary of hardware and software utilized to create a test setup for EMA 
integration and thermal management testing was created as a high level overview. This poster is 
shown in Figure E-l. 


Electromechanical Actuation System Integration and Thermal Management 


Laboratory Hardware and Software 


Hydraulic Press | 



Landmark 370.10 

•Test Space:69 in 
•Stroke: 10 in 
•Max Flow Rate: 60 gpm 
•Stiffness: 2.66 E6 Ibf/in 
•LoadCell Force Rating: 22 kip 
•Non-Linearity: 0.08% full scale 
•Hysteresis: 0.05% 
•Repeatability: 0.03% 

Instron 1330 

•Stroke: 4 in 
•MaxFlow Rate: 5gpm 
•Load Cell Capacity: 30001bf 
•Accuracy: 0.07% 

• Non-Linea rity:±0.05% 


Nl PXIe-1071, 4-Slot 3U PXI Express Chassis 

Nl PXIe-6361 

• 16 analog inputs, 2 MS/s 1- 
channel, 1 MS/s multichannel; 16- 
bit resolution, =10 V 

• Two analog outputs, 2.86 MS/s, 
16-bit resolution, =10 V 

• 24 digital I/O lines (8 hardware- 
timed up to 10 MHz) 



Environmental Chamber 


Kollmoreen EC5 

•Stroke: 12 in 
•MaxSpeed. 5.25 in/s 
•Cont. Force: 850 Ibf 
•PeakForce: 3000 Ibf 
•RatedTorque: 25.7 Ibf-in 
•Cont. Current: 4.8 A 
•Peak Current: 19 A 
•Rated Power: 1.42 HP 

FxIarfiSXfiO 
•Stroke: 10 in 
•MaxSpeed. 10 in/s 
•Cont. Force: 8656 Ibf 
•MaxStatic Load: 25000 Ibf 
•Cont. Torque: 409 Ibf-in 
•Cont. Current: 19 A 
•PeakCurrent: 38 A 
• Rated Power: 16.25 HP 


Nl PXIe-6366 

• 8simultaneous analog inputs at2 
MS/s/ch with 16-bit resolution; 16 
MS/s total Al throughput 

• Two analog outputs, 3.33 MS/s, 
16-bit resolution, =10 V 

• 24 digital I/O lines (8 hardware 
timed up to 10 MHz) 

Nl PXIe-4353 

•32 thermocouple input channels 

•0.3 *C accuracy 

•90S/s/ch 


| Software | 

•LabVIEW Real-Time Module 
•LabVIEW Full Development System 
•Nl DIAdem 
•MATLAB 2012b 
•ANSYS 

| Sensors | 

Omega Type T Thermocouples 132) 

•Inconnel Sheath, Unrounded, 6", 12", 18" 



MTS 651 

•Range: -200 to 600 F 
•Test Space Dimensions: 

•14x17x32 in 
•AirTemp. Performance: 

•Heating: 72to 600F in <30 min 
•Cooling: 72to-200F in<20 min 
•Temperature Gradient: 4*F 
•Temperature Stability: ±4*F 
•Recovery Time to Set Point 
•Door open 1 min : 4 min 
•Door open 2 min : 5 min 


High Voltage Differential Probes P5200 
•Diff Mode Voltage: 1000 RMS or DC, 1300 peak 
•Bandwidth: 25Mhz 
•Attenuation: 50X/500X 
•Accuracy: ± 3.0 % 

Current Transducer LA 55-P 

•DC, AC, pulsed current 
measurements 
•Primary nominal r.m.s. 
current: 50 A 
•Range:0..±70A 
•Accuracy @ 50 A, T = 25 4 C 
@ ± 15 V (± 5 %): ± 0.65 % 



Figure E-l Lab Capability Poster 
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APPENDIX F 
SENSOR LOCATIONS 


Thermocouples 


Both servodrives were instrumented with thermocouples (TCs) on traditionally heat 
intensive components. Drive 1 in the dual drive setup functioned primarily as the EMA control 
generating PWM power to drive the EMA motor while Drive 2 provided 240 Vac mains supply 
rectification to 330 Vdc- Figure F-l is a high level overview of thermocouple locations and their 
placement relative to the dual drive setup and the actuator. 



TC5: IGBT Heat Spreader in Drive 1 

TC 6: IGBT Heat Spreader in Drive 1 

TC 7: IGBT Heat Spreader in Drive 1 

TC 13: Heat Sink Ambient near Case in Drive 1 

TC 14: HeatSink Fin Base in Drive 1 


TC 0: Motor Winding near End Turn 
TC 1: Motor Winding near End Turn 
TC 2: Motor Winding near End Turn 
TC 10: MotorCase 
TC15: Motor Ambient near Case 
TC 16: Chamber Ambient 



Figure F-l Thermocouple Identification 


Drive 1 (Control and Inverter) 

Drive l’s board was removed from its case and the heat sink shown in Figure F-2 was 
detached. The red rectangle highlights the heat spreader, housing six primary IGBT switches. 
Points 5, 6, and 7 denote the location of TC 5: IGBT heat spreader, TC 6: IGBT heat spreader 
and TC 7: IGBT heat spreader. TC 13 was placed in the center of the heat sink half the distance 
from the fin base and end. TC 13 has no contact with the heat sink and therefore was named TC 
13: Heat sink ambient near case. TC 14: Heat sink fin base was placed in the same trough as TC 
13 but in contact with the fin base. 


109 

Approved for public release; distribution unlimited. 



























Figure F-2 Heat sink (left) and Servodrive board (Right) 


In order to reassemble the heat sink atop the heat spreader with thermocouples 3 equally 
spaced trenches were machined into the heat sink. Figure F-3 is 3-D design of the heat sink and 
the corresponding thermocouple trenches. Thermal compound was used near these locations to 
reduce thermal resistance between the heat spreader and heat sink. 



Figure F-3 Underside of heat sink with placement of thermocouples shown 


Figure F-4 demonstrates the use of electrically insulated Kapton tape to help route TC leads from 
the point of measurement to outside the driver case. 
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Figure F-4 Thermocouples embedded in Drive 1 


Drive 2 (Rectifier) 


Drive 2’s board was removed from its case and the heat sink shown in Figure F-5 was 
detached. The red rectangle highlights the regenerative resistor (33 £2), responsible for 
dissipating energy during regeneration. TC 9: Regen resistor was place atop the regenerative 
resistor near the center of its longitudinal axis. TC 8: Regen Transistor was placed on the case of 
the transistor or switch responsible for opening and closing of the regenerative circuit. Figure F- 
6 shows how TC 8 and 9 leads were molded for best fit and secured with Kapton tape. 



Figure F-5 Servodrive board with Heat Sink (left) and without Heat Sink (Right) 
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Figure F-6 Thermocouples embedded in Drive 2 


Drives outfitted with Thermocouple Probes 

Figure F-7 shows the final result of drive fabrication for thermal instrumentation. 



Figure F-7 Servodrive System Completed with Thermocouples 
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Actuator 

Figure F-8 highlights the routing of shielded TC wires into the environmental chamber, 
their fixture to the actuator for rigidity, and TC lead location. 



Figure F-8 Thermocouples embedded in motor and within environmental chamber 
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Servodrive Overview 

Figure F-9 shows the EMA power electronics setup and pertinent measurement points. A 
small opening was fabricated within each driver case as a thermocouple entry point. Current 
transducers were affixed to PCB for greater reliability and resistance to motion. Thermocouple 
leads were organized with coiled cable tubing. 


Drive 1-Control and Inverter 


Drive 2-Rectifier 



330 V DC DC 
Link 


PWM Motor 
Power 


Thermocouple 
Entry Point 


240 V AC 
Mains 


1 _ 

Regenerative 

Current 

Transducer 


DC Link Current 
Transducer 


Figure F-9 EMA Drive Setup with Thermocouples, Current Transducers, and Voltage Probe 
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APPENDIX G 

EXPERIENCE WITH ENVIRONMENTAL CHAMBER 


MTS 651.06E environmental chamber coupled with an MTS hydraulic press replicated 
real-world thermal and mechanical conditions to test a representative EM A. The chamber’s 
internal dimensions (36 x 43 x 81 cm) supplied an adequate testing area for the EMA and its 
instrumentation. Modified upper and lower U-plug sections permitted the actuator’s arm to 
extend outside of the chamber while preventing significant heat loss. Environmental chamber 
temperature range was -200°F - 600°F—a range that can easily test the EMA’s ability to comply 
with military standards. In addition, an electric motor driven fan provided forced convection for 
consistent and rapid heat transfer while the use of liquid nitrogen provided rapid cooling in order 
to accurately portray a dynamic environment. 

Overview 

Several pieces of equipment were used in analyzing EMAS thermal management. Figure 
G-l shows the primary equipment used and their interaction: MTS 651 environmental chamber, 
Eurotherm 2404 PID temperature controller, FutureDesign L91 limit controller (temperature 
limit switch), and a FlexTest60 digital controller. 





Eurotherm 2404 


Temperature 

PID Controller 


Limiter 


-« 


« ooQ 


FlexTest60 

Controller 




-- 1 


= _ 

MTS 651 EC 


with Cart 



MTS Host PC 


Figure G-l Thermal Management Test Hardware 

The environmental chamber was an insulated oven outfitted with two electrical heating 
elements, electric fan, and solenoid valve. Cooling was accomplished with the use of extremely 
cold vapor (LN 2 ) introduced to the chamber via solenoid valve. The fan and interior baffle were 
developed to ensure uniform internal temperatures. Eurotherm temperature controller was 
mounted within the chamber electrical box. The electrical box also housed an electrical panel 
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made up of relays, transformers, fuses, and more which conditioned the mains supply and 
distributed it to the fan motor and heating elements. Figure G-2 is an overview of the individual 
chamber components. 


E EC. - ca Bex 



Figure G-2 MTS 651 Oven 

Eurotherm PID temperature controller utilized thermocouple feedback in closed loop 
control to modulate heating or cooling until the predefined set point was met. Temperature set 
point could be set manually, programmed into a procedure of up to 8 ramp or dwell cycles, or 
remotely controlled via serial communication. Ultimately, remotely controlling temperature 
setpoint permitted the greatest replication of EMA bay conditions and atmospheric temperature 
as a function of varying altitude. Two methods of remote temperature control were sought. First, 
the FlexTest60 digital controller and its software (Multipurpose TestWare) were used to 
complete remote communication with the temperature controller. This method proved reliable 
and convenient while independently controlling the environmental chamber for configuration, 
troubleshooting and characterization. However, Multipurpose TestWare permitted one control 
channel to be active at a time. In order to apply a load to the EMA that single control channel 
was dedicated to hydraulic press control. Therefore, a second method was required. The second 
method utilized a real-time NI DAQ to remotely control temperature. This method required a 
communication adapter but permitted the simultaneous control of the hydraulic press, EMA, and 
environmental chamber. 

Environmental Chamber Preparation 

Majority of initial experiences with the environmental chamber were saturated with 
installation and configuration tasks. These trials and tribulations are outlined in this section. 
Eurotherm temperature controller arrived configured with a heating, cooling, and communication 
plug in module. Additional space exists for a third plug in module and a second communications 
module. In Figure G-3 MODULE 1 corresponds to the heating module (red), MODULE 2 is the 
cooling module (blue), and COMMS 1 is used to remotely control the chamber (green). Rear 
terminal layout shown in Figure G-3 can be accessed by removing the rear panel on the electrical 
box of the environmental chamber or by pulling the controller out of its assembly. 
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Model 2404 rear terminal layout 


/ |—| 20 - 29Vac/dc\ 

(Low voltage supply 24 

[X] Ground* 




Figure G-3 Eurotherm Temperature Controller rear terminal layout 

Each of these connections were checked and confirmed. Configuring the controller 
required the user to parse the menu to the access submenu and enter a password to obtain 
configuration level access. The controller has four access levels: operator level, full, level, edit 
level, and configuration level. For test purposes operator level was sufficient, but to configure 
the device configuration level was required. Configuration parameter tables in the controller 
handbook demonstrated how to alter parameters such as remote setpoint configuration, 
communications protocol, address, and baud rate. These parameters were crucial to successfully 
establishing communication and had to be the same on both ends of communication. 

In order to limit the testing range high and low limits were set to 170 °F and -76 °F, 
respectively. Low temperature limit corresponded to ambient temperatures at upper reaches of 
aircraft flight envelope. High temperature limit corresponded to the smallest maximum operating 
temperature of all devices housed within the environmental chamber. EMA maximum operating 
temperature was 160°F. Therefore, the high limit was set just above that value to prevent an 
interlock due to overshoot of 160°F setpoint. This range could be altered appropriately 
depending on the test objective, whether it’s to verify EM AS operation at high altitude or 
analyze EMA power de-rating at elevated ambient temperatures. The range mentioned above 
will remain because no serious safety threat exists if extended contact with the interior of the 
chamber is prevented. 

Remote Control Method 1 

Unfortunately, communication between FlexTest60 and Eurotherm controllers was not 
plug-and-play. Achieving communication between FlexTest60 and Eurotherm controllers 
required several steps. First, Eurotherm COMM module was established as 2-wire RS485 serial 
communication link. Next, we connected a serial cable supplied with the chamber to the 25 pin 
connection on the chamber and to port J3A of the FlexTest controller. Port J3A was designated 
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for serial communication in FlexTest60 manual. Figure G-4 shows the 25 pin connection on the 
right and port J3A on the left. 



Figure G-4 Installing Environmental Chamber RS485 Communication line 

FlexTest60 controller did not recognize the Eurotherm controller even with the comm-link 
connected. It was determined an additional channel had to be created specifically for J3A serial 
communication within Multipurpose TestWare’s station configuration file. This was completed 
using Station Builder, an application of MTS 793 software. The following was required to 
configure a new channel, TemperatureControl channel: 

• TemperatureControl channel created used the resource Temp Control 1-1-input. 

• HWI editor application configured Temperature Control to use port J3A on carrier 4 of 
the FlexTest. 

• Serial Comm 1 under Carrier 4 and 494.47 Dual UART/Encoder/Extemal Clock was 
modified 

o Baud rate was set to 9600 to match Eurotherm controller Baud Rate 
o Connection type was defined as 2 wire 


After these steps, Station Manager was launched and a serial communication link was 
established between the FlexTest60 controller and Eurotherm controller. 

This section reviews the acclimation period after communication between the MTS 
controller and Eurotherm controller was achieved. During this time period, chamber setpoint 
temperature was remotely controlled through MTS Station Manager application. Within Station 
Manager there existed 4 operational modes. The operator modes were manual command, Basic 
TestWare, multipurpose TestWare (MPT), and MPT elite, from simplest to most complex. 
Manual command provided the user with ability to execute single setpoint commands. Basic 
TestWare expanded user ability to run various wave shapes and define target setpoint, amplitude, 
frequency, number of cycles, and duration. Basic TestWare also had the ability to record 
measurements. Multipurpose TestWare required the user to create a procedure made up of 
individual processes chosen from a process palette. MPT had parallel process capability, 
meaning several processes could be executed simultaneously. But, as long as a control channel is 
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in use by one process, it could not be called by another. Data acquisition in MPT was capable of 
sampling numerous signals. In addition to procedure creation, the user was required to create or 
define a specimen to run the procedure against. The following figures demonstrate various 
operational modes within Station Manager. 

Manual command operation only offered channel selection and command value. Figure 
G-5 is a screenshot of Manual Command interface. 


% Manual Command < 22 Kip Ext Force Command - Copy.cf.. 


■M°U 


Manual Controls 


Channel | |TemperatureControl 


urn 


.Active Mode: 
Manual Cmd: 


|TerriperatureC 

-3a 

jTemperatureC 

i 



Figure G-5 Manual Command Operation Mode screenshot 

Basic operation mode provided a target setpoint, similar to manual operation, but also permitted 
definition of input wave shape and its characteristics. Also, one could define the number cycles 
to be executed. Figure G-6 is a screenshot of Basic TestWare. 


J ■SUMO « UTS IWt* K : Up tl » 



Figure G-6 Basic TestWare Operation Mode screenshot 
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MPT mode requires the use of the procedure editor. Test specimen and operator events created 
by the user within the procedure editor are available via MPT interface shown in Figure G-7. 



Figure G-7 MPT Operation Mode screenshot 


Figure G-8 shows a typical procedure within the procedure editor. Process palette resides on the 
left while processes on the right make up the procedure. Each process can be modified by 
selecting the process and changing parameters under setting, options, and general tabs. 
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Figure G-8 MPT Procedure Editor Screenshot 


MPT also provides the ability to create a temperature profile and automate temperature control. 
With that in mind, MPT profiles utilize specific parameter syntax. Contact with MTS technical 
support shed light on this syntax and helped prevent future profile syntax errors. Figure G-9 
shows a comparison of an erred format that prevented profile execution with the corrected format. 
In summary, an additional parameter had to be defined in the file for Station Manager to 
recognize the channel in the file. That parameter was dimension. This is not mentioned in the 
latest application manual. 


Original Format 

Corrected Format 

Filetype = Block-Arbitrary 

Filetype = Block-Arbitrary 

Date=24-Jul-12 

Date=24-Jul-12 

Channels=l 

Channels=l 

Channel(l)= Temperature Control 

Channel(l)= Temperature Control 


Dimension^ Temperature 

Tirne=0.2 

Tirne=0.2 

Level 1 

Levell 

deg^F 

degJF 

75 

75 

75... 

75... 


Figure G-9 Profile file format 


Figure G-10 shows results of an MPT Procedure that used a profile process to generate 
temperature commands defined in a thermal profile file over the course of 900 seconds. Not only 
did the program execute flawlessly but the environmental chamber was actually capable of 
following a highly dynamic temperature profile. 
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Figure G-10 MPT Procedure execution 


Exercising the various control modes improved turnaround time between tests and 
developed an ability to test EMAS’s for a wide variety of purposes and applications. For instance, 
using Eurotherm Controller’s programming feature to replicate temperature profiles was limited 
to eight ramp or dwell intervals. However, through FlexTest60 and Multipurpose TestWare we 
were able to remotely control temperature as a function of time. This resulted in more dynamic 
flight profiles where temperature setpoint was updated every second rather eight segments of 
time. Figure G-ll demonstrates the lack of resolution an eight segment procedure has when 
compared with a dynamic temperature profile. 
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Figure G-l 1 Potential 8 segment representation of temperature profile 


Remote Control Method 2 

In order to achieve remote control of the environmental chamber via real-time DAQ 
machine, a comm-link between the DAQ and the temperature controller had to be established. NI 
DAQ machine was outfitted with an RS232 port; which was not compatible with the 
environmental chamber temperature controller outfitted with RS485. Therefore, an RS 232-485 
bi-directional serial converter was required. The product of choice was L-com’s SC-232-G 
which only required 5V external power. L-com’s serial converter pin-out is shown in Figure G- 
12 and demonstrates proper connection between an RS232 and RS485 device. Screw terminal A 
on the converter corresponded to Tx of the Eurotherm comm-module. Screw terminal G 
corresponded to Rx of the Eurotherm comm-module. Tx was pin 2, Rx was pin 3, and GND was 
pin 5 on the 25-pin connector used with the Eurotherm controller. 
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Figure G-12 L-com SC-232-G Pin out 


Figure G-13 shows the converter in use and how red (screw terminal A) and black (screw 
terminal G) push clips connect converter output with the input of the environmental chamber 
temperature controller. Important to note is that Lab VIEW Vi’s used for controlling the 
environmental chamber are currently deployed to the RealTime Machine shown in the picture, 
but can utilized on a regular PC and therefore the RS232-485 converter would need to be placed 
on the PC serial port instead of the RealTime machine. Also shown in Figure G-13 are two green 
wires which are 5V and GND supplied by a DC Power Supply. 



Figure G-13 Serial Converter connection to NIDAQ 


Figure G-14 shows how fixed 5V was provided by two terminals on the right of the Laboratory 
DC Power Supply. 
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Figure G-14 Serial Converter connection to NI DAQ 


Finally, G-15 demonstrates where the 25-pin end of communication cable connected to the 
environmental chamber. 



Figure G-15 Environmental Chamber Electrical Box with Communication Port 


Also important to note was comm port settings for the transmitting and receiving devices 
must match, in addition to the configuration settings any Lab VIEW Vi’s used to remote control 
the chamber. In other words, NI DAQ comm port settings were configured to match those on the 
Eurotherm temperature controller. 

Similar to remote control method 1, once comm-link was established, a program to read 
profiles files and administer transmission of those values was required. Therefore, a Lab VIEW 
VI which supported profile input was created and responsible for timing, data interpretation, 
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transmission, and recording. Desired temperature profdes were interpreted by the program and 
relayed to the temperature controller at specified intervals. Figure G-16 highlights the front panel 
of this program and its features. 



Figure G-16 Lab VIEW VI for Temperature Control 


Addition of Cooling Capability 

The environmental chamber utilized extremely cold nitrogen vapor in order to cool the 
interior space. These gasses originated from a cryogenic cylinder which was capable of storing 
LN 2 for several weeks. Hardware used for this application is shown in Figure G-17. A pressure 
regulator on the vapor stem regulated cryogenic cylinder pressure below 22 psi. The chamber 
was also outfitted with an Alcon flow control valve to control the flow of nitrogen vapor into the 
chamber. A screenshot of the valve is shown in Figure G-18. This valve was designed for low 
pressure cryogenic applications. 



Figure G-17 Environmental Chamber /Cart and Cryogenic Cylinder/Cart 
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Figure G-18 Alcon Flow Control Valve 


Once a cryogenic cylinder was procured some additional plumbing was required to 
connect the cylinder and environmental chamber. A cryogenic hose and appropriate fittings were 
required. Figure G-19 shows plumbing fittings on the chamber and cylinder. The cryogenic 
cylinder required a male 3/8 inch NPT fitting to couple with the female fitting already on the 
cylinder liquid stem. The chamber fitting required a female !4 inch 45° flare SAE fitting to 
couple with the male fitting already on the chamber. It was decided ordering a LN 2 hose (metal 
braided and specified for low temp and high pressure) with these fitting already attached would 
be the most cost effective and convenient. 



Figure G-19 Environmental Chamber and Cryogenic Liquid Cylinder Fittings 


Figure G-20 shows the hose that was purchased from Parker Hannifin and its installation. The 
hose is 3 foot in length, perfectly sized for the distance between the chamber and cylinder. Not 
oversizing the hose was advantageous for cooling performance because the pressure drop from 
the cylinder to the chamber was minimized, providing the greatest flow into the chamber within 
the limit of the flow control valve. 
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Figure G-20 Environmental Chamber and Cryogenic Liquid Cylinder Connected via LN 2 hose 


Environmental Chamber Characterization and Measured Performance 

Two plots were created to resemble environmental chamber specifications for air 
temperature performance. Figure G-21 was created using a linear regression, ambient 
temperature, min/max temperature, and time required to achieve min/max temperature. 
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Figure G-21 Environmental Chamber Nominal Heating and Cooling Performance 

A matrix of thermal profiles was created in order to evaluate the environmental 
chamber’s response to varying types of inputs. Each input was constructed with a specific 
purpose and yielded valuable information about chamber capability. The environmental chamber 
outfitted with a PID temperature controller was considered a dynamical system and evaluated as 
such. Therefore, important parameters such as stability, rate, and overshoot were considered 
when evaluating chamber performance. Thermal profiles within the test matrix were designed to 
highlight each of these parameters. The goal of each test was to evaluate system performance 
relative to an input that resembled portions of actual environmental flight conditions. Initial tests 
were done without any test specimens/articles within the chamber or modifications—“Original 
State”. With that, there were no disturbances imposed on the system and system performance 
was established. After that, modifications to the U-plugs were made to accept the hydraulic 
press-EMA couplings. Additionally the EMA and its thermal mass were placed within the 
chamber to determine its effect on chamber performance. Modified U-plugs and the presence the 
EMA within the chamber constitute a “Modified State.” 
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Step Input Original State 

The response from a step input was used to determine the system’s maximum rate of 
heating and cooling. This style of input also highlighted overshoot and settling time associated 
with the factory control and tuning. 


-Setpoint Command *F —Setpoint Feedback 



Figure G-22 Environmental Chamber Heating Performance above Room Temperature 


Setpoint Command *F —Setpoint Feedback °F 
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Figure G-23 Environmental Chamber Cooling Performance above Room Temperature 
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— Se tpo i n t Co m m a n d *F — Setpo int Feed back *E 



Figure G-24 Environmental Chamber Cooling Performance below Room Temperature 



Figure G-25 Environmental Chamber Heating Performance below Room Temperature 
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Step Input Modified State 


— Seta in t Command °F — Setpoint Feedback °F 



Figure G-26 Environmental Chamber Heating Performance above Room Temperature 



Figure G-27 Environmental Chamber Cooling Performance above Room Temperature 
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Figure G-28 Environmental Chamber Cooling Performance below Room Temperature 


— Setpoint Command °F — Setpoint Feedback °F 

100 



Time [s] 

Figure G-29 Environmental Chamber Heating Performance above Room Temperature 

The heating and cooling rates regressed from step input responses shown above are 
tabulated in Table G-l. Original column title means the chamber was tested in factory condition 
without an EMA inside. Modified column indicates u-plugs had been fabricated with holes to 
accommodate EMA-Press coupling and the EMA was inside the chamber during test. Based on 
the performance of the chamber little modification to the control and zero tuning were required. 
Differences in heating/cooling rates experienced from Original to Modified state were deemed 
negligible. 
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Table G-l Environmental Chamber Heating/Cooling Performance 



Heating & Cooling Rates [°F/s] 

Original 

Modified 

% Difference 

Heating Above Room Temperature 

1.319 

1.207 

8% 

Cooling Down to Room Temperature 

0.727 

0.685 

6% 

Cooling Below Room Temperaure 

0.332 

0.288 

13% 

Heating Up to Room Temperature 

1.678 

1.544 

8% 


Dwell Input 


A constant input of 71 °F (21.7 °C) was commanded to the environmental chamber for 
nearly 3.5 minutes. Over the duration of the dwell period there was no detectable change in 
chamber temperature indicating a superior ability to maintain constant temperature without 
disturbance. 
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70.9999 
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Figure G-30 Environmental Chamber Thermal Stability Performance at Room Temperature 

Mission Profile Input 

Modem aircraft altitude, ambient temperature, and bay temperature values provided a 
benchmark to compare the environmental chamber’s average heating and cooling rates derived 
above. An overview of these values is shown in Figure G-31. Based on these values the 
environmental chamber heating capability was more than adequate for desired thermal profiles. 
The chamber’s cooling capability was much less than its heating capability but just great enough 
to replicate aircraft ambient cooling rates. 
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Modern Aircraft on 1 % Hot or Cold Day 

MTS 651 Capability 

• Altitude 

• Ambient Temperature 

- WRange: 0 to 12.000 m 

- [11 Rate of Climb: 200 m/s 

- Range: -130°C to 320°C 

♦ Ambient Temperature 

- Avg. Rate of Change: 

- [21 Range: -73°C to 49°C 

• Heating: 2.5°C/s 

- Adiabatic Lapse Rate: -6.5°C/km 

• Cooling: 0.9°C/s 

- Rate of Change = 1.3 °C/s 
• (0.2 km/s * 6.5°C/km) 

• Bay Temeprature 

[1] Navarro (1997) 

- Range:-54°C to 71°C 

[2] MIL-HDBK 310 (1997) 

- [31 Rate of Change: 1.0 °C /s 

[3] MIL-STD 2218(1992) 


Figure G-31 Flight Envelope compared with MTS 651 Capability 


In order to test the environmental chamber’s controllability a dynamic thermal profde 
was artificially created and used as a baseline. Figure G-31 demonstrates the trend used to 
determine heating and cooling rate. The most severe heating and cooling portions were extracted 
and used to generate dynamic thermal profiles. These portions are denoted by the red dotted lines 
in Figure G-32. 



Figure G-32 Environmental Chamber Thermal Stability Performance at Room Temperature 

The cooling portion which most likely corresponds to a climb in altitude was tested followed by 
the heating portion. Figures G-33 and G-34 demonstrate how well the chamber was able to 
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follow temperature setpoint as a function of time. In both scenarios the error was less than 4 °F 
for majority of the profile. 
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Figure G-33 Environmental Chamber Dynamic Cooling Performance 
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Figure G-34 Environmental Chamber Dynamic Heating Performance 
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Liquid Nitrogen Safety 


Liquid Nitrogen is an inert, colorless, odorless, non-corrosive, non-fla mm able and 
extremely cold. Nitrogen makes up a major portion of the atmosphere and does not support 
combustion or life. Containers rated for the pressure and temperature associated with LN 2 
storage must be used. Liquid nitrogen is a cryogenic liquid, meaning it is a liquefied gas and has 
a normal boiling point less than -238 °F (-150°C). In order to maintain this state special 
containers are needed. These containers typically include the following components: cryogenic 
storage tank, one or more vaporizers, and a pressure and temperature control system. A typical 
container is shown in Figure G-35. The cryogenic storage tank acts in principle like a vacuum 
bottle while the vaporizer converts liquid nitrogen to its gaseous state. Cryogenic cylinders are 
outfitted with a blast cap and a pressure relief valve. The pressure relief valve expels any 
additional vapor until the pressure within the container equals the valve setting. This setting can 
vary from 22 psi for low pressure applications to 230 psi for high pressure applications. The blast 
cap is fail safe mechanism such that if a pressure relief valve malfunctioned it would burst at a 
rated pressure before the cylinder would explode. 


Typical Cryogenic Liquid Cylinder, 
side view 




Typical Cryogenic Liquid Cylinder, 
top view 


Liquid 
vafrt Regulator 


Liquid Ga a 
Valve fligj itor Disk 


Figure G-35 Cryogenic Liquid Cylinder (Source: Air Products Safetygram #7 Liquid Nitrogen.pdf) 


Nitrogen can be an asphyxiant by displacing oxygen in the air to levels below which 
support life. Personnel should not enter areas where oxygen levels are below 19.5% of total air 
volume. For high bay areas like rooms 15 and 13 in Building 18 this should not be a concern. 
These rooms have makeup air which pulls in new air every so often, ensuring adequate healthy 
breathing conditions. Additionally, the amount of nitrogen vapor expelled during thermal 
chamber cooling processes is insignificant when compared with the total volume of oxygen in 
the high bay areas. 

Cryogenic cylinders are heavy and require a cart or forklift for transportation. Always 
push containers in an athletic position rather than pull to avoid being crushed by the cylinder. 
Avoid contact between unprotected parts of the body and the cylinder. Liquid nitrogen can also 
cause extensive tissue damage or bums from direct contact. Personal protective equipment must 
be worn when handling LN 2 or extremely cold nitrogen vapor. Recommended PPE includes the 
following: face shield over safety glasses, thermal insulated or leather gloves, long sleeve shirt 
and pants, and closed toed shoes. A thermally insulated vest or apron is also recommended. Fire 
precautions in the presence of LN 2 are not necessary because nitrogen is non-flammable. 
However, special attention is required to prevent streams of water from freezing on the pressure 
relief valve, which could cause container failure. 
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Note: at least two trained personnel should be present when transferring liquid nitrogen 
from a storage tank to a cryogenic cylinder. Appropriate PPE must be worn. Finally, adequate 
ventilation is required when using cryo-cylinders or dewars indoors. 
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APPENDIX H 

LN 2 

MTS 651 environmental chamber nominal usage rates of liquid nitrogen are as follows: 
0.0234 L/s for ramp cooling and 0.00234 L/s for holding a setpoint. Therefore, dynamic thermal 
profiles will use much more LN 2 throughout the duration of a test, with ramps using ten times 
more LN 2 . For example, in order to cool from 22°H to -29 °H, which the chamber could 
complete in approximately 300 s, would consume 7 liters of LN 2 . A simplified representation of 
aircraft ambient air over the duration of a mission was developed below and is made up of a 100 
s of climb to 3 km, 800 seconds of steady and level flight at 3 km, and a descent for 100 s from 3 
km to 0 km. 



Figure H-l Simple Altitude and Temperature Profile for LN 2 Consumption Estimation 

This type of profile requires ramp cooling for the first 100 seconds and hold cooling for 
800 seconds. So, this style of test would consume approximately 100 (0.0234) + 800 (0.00234) 
or a little more than 4 liters. Based on these calculations a 50-100 liter cryogenic cylinder would 
be sufficient for an hour long test made up of several ramp and dwell periods. 
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APPENDIX I 
CALIBRATIONS 

Omega Type T Thermocouple Calibration 

24 Thermocouples were calibrated using a Hart Scientific 7320 Calibration Bath and Hart 
Scientific 1502A resistive temperature detector (RTD). The bath offered a calibration range of - 
20°C to 150°C. More specific data on the capability and characteristics of the bath can be found 
in “7320 Calibration Bath User’s Guide” found at http://us.flukecal.com. 

The calibration bath utilized Dow Coming 200.10 silicon oil for greater calibration range 
and stability than water. Specs for Dow Coming 200.10 can be found in the Bath User Guide. 
Lower and upper temperature limits for the oil were -35°C and 165°C, respectively. The 
calibration process was limited by the Bath operating range (-20°C to 150°C). Appropriate oil 
level was maintained to mitigate overflow due to thermal expansion throughout the calibration 
process. The following relationship was used to determine desired fill depth for the bath: 

D e 

° s ~ [K(T e - T s ) + 1] 

Where: 

K=expansion coefficient 

T E =ending temperature 

Ts=starting temperature 

D E =ending depth 

D s =starting depth 

A Lab VIEW control program was constmcted to interface with the data acquisition 
system, calibration bath, and RTD. The program incremented temperature by 5°C from -20°C to 
150°C (determined by 200.10 oil operating range) while providing RTD and thermocouple 
readings. All 24 type T thermocouple probes were placed in the bath simultaneously. Figure 1-1 
shows the setup and the quantity of thermocouples. 
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Figure 1-1 Calibration Setup (Left) Close Up of Thermocouples in Bath (Right) 


At each temperature setting, the RTD was allowed to reach steady state. Steady State was 
determined by monitoring the standard deviation of the previous 100 RTD values, sampled every 
5 seconds, and comparing to a 0.005 °C threshold. Once this condition was met, one RTD and 
thermocouple value was sampled every second for 15 seconds. An average RTD and 
thermocouple value was calculated from the 15 samples and recorded to a file. This process was 
done simultaneously for every thermocouple which resulted in an excel data sheet made up of 33 
columns of data. The first column contains RTD values while columns 2-33 contain the 32 
thermocouple values. Figure 1-2 is a screenshot of the resulting data in an excel file. 
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-119445 
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-3.47072 -3.17507 -3 


4 

1.588091 

-19.771 

-119446 

-119452 

-119446 

-3.55336 
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5 

3.177182 
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6 

4.767273 

-19.771 
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-119449 
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-3.54022 
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7 
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8 

7.946455 
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-119447 

-119453 

-119447 

-3.53604 

-119502 

-3.81344 -3.69573 -3.86117 -3.58773 -3.54592 -3.67833 -3.51401 

-119446 

-3.43782 -3.39331 

-3.43001 -3.18365 -3 


9 

9.536546 

-19.769 

-119452 

-119450 

-119452 

-3.54885 

-119507 

-3.83183 -3.66203 -3.85396 -3.56089 -3.56461 -3.64127 -3.53007 

-119451 

-3.44459 -3.35887 

-3.44201 -3.15404 -: 


10 

11.13164 
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-119451 
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-3.84113 -3.67728 -3.85341 -3.55819 -3.56516 -3.65158 -3.5386 
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11 
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-119450 
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-119504 
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12 
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-119451 

-119454 
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-3.51644 

-119505 

-3.79802 -3.6806 -3.83257 -3.56628 -3.55234 -3.65595 -3.51032 
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13 

15.90091 

-19.767 

-119452 

-119451 

-119452 

-3.54106 

-119507 

-3.83706 -3.67434 -3.85837 -3.55588 -3.55542 -3.64276 -3.51591 

-119451 

-3.44809 -3.3767 

-3.42175 -3.15786 -3 


14 

17.494 

-19.766 

-119448 

-119452 

-119448 

-3.54496 

-119503 

-3.81354 -3.69567 -3.83602 -3.56007 -3.55171 -3.65671 -3.50556 

-119447 

-3.44053 -3.37888 

-3.41465 -3.16947 -3 


15 

19.08009 

-19.766 

-119449 

-119453 

-119449 

-3.55116 

-119503 

-3.82486 -3.68344 -3.84749 -3.59034 -3.54388 -3.6684 -3.51608 

-119447 

-3.44176 -3.37578 

-3.40736 -3.16769 -3 



Figure 1-2 Excel File of Recorded Data 


Once the entire range of predetermined bath temperature set points was completed, 
resulting data was used to determine a correction factor for each thermocouple. A scatter plot of 
RTD values vs. Thermocouple values was created and a second order polynomial fit applied for 
each thermocouple. The resulting fit became our equation to calculate corrected thermocouple 
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values evaluated at each thermocouple value. Figure 1-3 is a screenshot of a PowerPoint slide 
demonstrating the methodology applied to generate a calibration curve and determine uncertainty. 


TC Calibration Methodology 


Range to Calibrate: -4 F to 302 F 
BathSetooint Increments: 5 F 

1. Command Bath Setooint 

2. Monitor RTDtemperature stats 

-Calculate Mean and SD 

3. When RTDSD is less than 
threshold.. Record RTD and All 
TC temperatures fifteen times 

Do th e fo I lo wi ng ste ps N ti naes wh e re 
N is the number thermocouples being 
calibrated 


4. Regress RTD temp as function 
of TC temp using a polynomial 
fit 

5. Calculate Corrected 
temperature from fit equation 
and TC temperature 

6. M e as u re e rror bet we e n 
Corrected temperature and 
RTD temperature 

7. Fi n d m ax e rror wh e re t h e 
largest difference between 
Corrected and RTD 
Temperature pccure^ 





Corrected Temperature = A*(TC) A 2 + B*(TC) + C 


Figure 1-3 EMA Pres 160 (2013-04-02) slide 


RTD uncertainty reported by Air Force Standards Laboratory Certificate of Calibration 
sheet was ±0.033°C. The Certification Sheet accompanies the bath everywhere it goes. 

The maximum standard deviation of the 15 RTD readings was the 0.005°C threshold. 
Maximum deviation of the corrected thermocouple value from the RTD value was calculated for 
each thermocouple in step 7 of Figure 1-3 and the RTD uncertainty is reported in Figure 1-4. 
From these values an overall uncertainty was established and used to describe the uncertainty of 
each thermocouple. The overall uncertainties of the thermocouples were estimated by adding the 
error of the RTD, bath threshold standard deviation, and maximum error of corrected 
thermocouple value from experimental RTD average. The largest error for the 24 thermocouples 
was 0.243°F (0.135 °C) as shown in Figure 1-4. 
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4.55E-0& 

0.99504 

0.25218 

0.21803 

TC11 

1.Q7E-05 

0.99564 

0.14499 

0.24312 

TCI 3 

-4.38E-G7 

0.99957 

0.05527 

0.21045 

TC14 

-5.19E-07 

0.99976 

-0.021158 

0.21436 

TC15 

■"6.98E-07 

0.99972 

0.035479 

0.20788 

TCI 6 

'1.02E-06 

0.99999 

-0.23231 

0.20713 

TC17 

-9.46E-07 

0.99993 

■0.17097 

0.21634 

Tcia 

-8.OOE-07 

0.99993 

-0.14681 

0.21621 

TC19 

-7.35E-G7 

0.99979 

-0.139S5 

0.21525 

TC20 

-7.66E-Q7 

0.99979 

-O.OS3S29 

0.21791 

TC21 

-7.0SE-07 

0 999S2 

-0-038729 

0-2196 

TC22 

-5 67E-Q7 

0.99970 

-0.095909 

021776 

TC23 

-7.B5E-07 

0 99966 

0.021022 

0.21477 

TC24 

-S.66E-07 

0.99983 

-0.076882 

0.21836 

TC27 

-3.23E-Q6 

1.0034 

-0.13W9 

0.21075 

TC2S 

-3.22E-G6 

1.0034 

-0.42883 

0.22144 

TC2S 

^3.59E-Q6 

1.0037 

-0.38574 

0.21113 

TC30 

-2.69E-06 

1.0029 

-0.2,8064 

0.21927 


Max | 

0.24912 


Figure 1-4 Tabulated Error for each Thermocouple 


Overall uncertainty: 

RTD error: ± 0.0297 °F (± 0.0165 °C) 

Standard Deviation Threshold: ± 0.0045 °F (± 0.002 °C) 

Max Corrected Thermocouple Deviation: ± 0.243 °F (± 0.135 °C) 

Total Uncertainty: 

± 0.0297 °F ± 0.0045 °F ± 0.243 °F = ± 0.277 °F (± 0.154 °C) 

Range: -20 °C to 150 °C 

Thermocouples 0, 1, 2 are in the motor and require a different methodology and 
thermocouples 4, 12, 25, 26 did not make it through the calibration. Therefore, data collected for 
theses thermocouples was void and not used to determine thermocouple uncertainty. 

Motor Embedded Thermocouple Correction Process First Attempt: 

The assumption for this methodology is that if the air around the motor is constant for 
long enough the motor should reach thermal equilibrium and all three motor TCs should read the 
same temperature. 
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With this in mind, the EMA was placed in the Environmental Chamber and sealed from 
the ambient. The temperature control was used to hold a steady temperature just above room 
temperature. The setpoint was 81.0 °F (27.2 °C). The cooling element was disabled in order to 
prevent overheating of the solenoid use to provide cooling. Unfortunately, during this process the 
chamber was unable to hold the setpoint and the chamber air gently rose to 94.0 °F (34.4 °C) 
where it settled over the course of several hours. Figure 1-5 shows the time history of motor 
thermocouple data, a little over 17 hours of commanded constant temperature. 



Since we do not know which TC is the most correct without the use of a calibrated RTD 
or some other calibrated source we averaged the TC readings to create a reference. Next we 
calculated the average difference between each TC reading and this reference. The resulting 
difference is the bias or offset that will be used to correct the TC reading in our test. Figure 1-6 
shows the portion of time in which the chamber air and motor temperature was most steady, the 
reference created (purple/pink), and the resulting offsets for each motor thermocouple. 
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Figure 1-6 Most Static Portion of Data Set 

Under this procedure the bias error for each thermocouple was: 

TC 0: 0.04686 F 
TC 1: 0.00440 F 
TC2 : -0.05125 F 

Correction Process Second Attempt: 

The first attempt was flawed in that the air temperature and thus motor temperature never 
reached true equilibrium. Therefore, temperature gradients may have still been present within the 
motor, voiding the assumption that all three thermocouples should produce the same temperature. 
And without knowing the exact location and thus thermal path from each motor thermocouple to 
the ambient their temperature would remain unknown. 

A new approach was used to develop conditions which bring the motor to thermal 
equilibrium and thus an opportunity to calculate motor thermocouple error. The assumption that 
if the air around the motor is constant for long enough the motor should reach thermal 
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equilibrium and all three motor TCs should read the same temperature still holds. However, 
instead of actively controlling the chamber air, the motor was simply sealed inside the chamber 
without the chamber powered. This was done over the weekend and several hours of motor 
thermocouple and chamber air temperature were recorded. Figure 1-7 shows the resulting data 
from this procedure. Chamber air temperature was recorded using one of the 24 thermocouples 
calibrated in the section above. Therefore the standard which motor thermocouple temperature 
was compared had an uncertainty of ± 0.277 °F (± 0.154 °C). 


Motor TC Response Environmental Chamber 
Closed and Powered Off 



Time [mm] 

Figure 1-7 Chamber Powered Off and Red Box Indicating Static Time Slice for Analysis 


Unfortunately, this method resulted in a phase difference between the ambient air temperature 
and the motor temperature. Thus, comparing motor temperature to ambient temperature would 
require knowledge of the motor thermocouple lag behind ambient. Therefore, one last attempt 
was made in the next section to create thermal equilibrium between the motor interior and the air 
inside the chamber. 

Correction Process Third Attempt: 

The third and final attempt utilized both the heating and cooling capability of the 
environmental chamber to hold a constant temperature just above room temperature indefinitely. 
The result was motor thermocouples slowly approached the ambient value and ceased to change 
after an hour of maintaining chamber air temperature at approximately 74.5 °F (23.6 °C). Figure 
1-8 shows the recorded data from this test and how the motor thermocouples reach and maintain 
a steady state from 10,000 to 12,500 seconds. 
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Active Temperature Control 



2500 5000 7600 10000 12500 15000 

Tims [s] 

Figure 1-8 Chamber used to actively control air temperature 


A time slice of data from the steady state portion was used to determine motor 
thermocouple offset. The mean temperature of each motor thermocouple was compared to the 
mean of ambient for the time slice. The difference in motor thermocouple readings is considered 
the bias from the true value and will be used as an offset applied to future motor temperature 
measurements. The probe used to measure ambient temperature was calibrated in the oil bath 
calibration outlined above and therefore the correction equation generated form the oil bath 
calibration was applied. TC 0 was consistently greater than TC 1, and TC 1 greater than TC 2. 
TC 2 was closest to the ambient temperature and requires the least correction. TC 0 requires the 
most correction. 
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Exported To Matlab for Analysis 



Corrected Ambient Mean: 75.3176 [f] TC 0 Mean: 75.4355 if] TC 1 Mean: 75.3750 [f] TC 2 Mean: 

75.2856 [F] 


Figure 1-9 Time Slice of Actively Controlled Temperature Test 

Corrected Ambient indicates a correction equation generated from thermocouple calibration was 
applied to the ambient thermocouple probe. Next the average over this time slice was taken for 
each thermocouple and the difference from Ambient was calculated. This difference will be the 
offset applied to each motor TC when recording data. The uncertainty associated with each of 
these motor thermocouples is now the max uncertainty reported in the oil calibration above, ± 
0.277 °F(± 0.154 °C). 

During static time slice: 

Average of TCO = 75.4356 °F (24.1309 °C) 

Average of TCI = 75.3750 °F (24.0972 °C) 

Average of TC2 = 75.2856 °F (24.0476 °C) 

Average of Ambient Corrected = 75.3176 °F (24.0653 °C) 

Difference between TCO and Ambient Averages = 0.1180 °F (0.0656 °C) 

Difference between TCI Ambient Averages = 0.0574 °F (0.0319 °C) 

Difference between TC2 Ambient Averages = -0.0320 °F (-0.0178 °C) 


Thus, 

TCO correction: -0.1180 °F (-0.0656 °C) 
TCI correction: -0.0574 °F (-0.0319 °C) 
TC2 correction: 0.0320 °F (0.0178 °C) 
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LEM 55P Current Transducer Calibration 

A Hall Effect current transducer is used to measure DC Link current of a PMDC motor 
drive a part of an Electromechanical Actuation System. In order to quantify Hall Effect current 
transducer uncertainty a calibration process was undertaken which utilized a DC power supply, 
resistor load bank, and FLUKE multimeter. These items are highlighted in Figure I-10. 

Method: 

Configured a power supply capable of 60Vdc and 50A to drive various levels of known 
current through a resistor load bank while recording transducer output via DAQ card and 
simultaneously measuring current draw with a FLUKE multimeter. Current was manually 
incremented by 0.5 A from -10 to 10 A. In order to drive 10 A of current the resistor load bank 
was configured to provide approximately 6 Q, of resistance. Each resistor was rated for 200 W of 
power dissipation and the load bank configuration permitted several hundred Watts of heat 
dissipation. This was necessary because joule heating at maximum current would result in 600 W 
[(10A) 2 * 6Q] of heat generation. Additionally the load bank was outfitted with a fan to increase 
convective heat transfer from the surface of resistors. 

A LabVIEW control and measurement program was created to record transducer output 
and calculate average values. At each level of fixed current FLUKE Multimeter Output was 
recorded, 1000 samples of transducer output were recorded, and the average of those 1000 
samples was calculated. This process was repeated 5 times at each fixed level of current. The 
FLUKE multimeter served as our standard and uncertainty associated with this device is reported 
below. Multimeter measurement uncertainty was accounted for in overall uncertainty calculation 
of the current transducer. 



Fluke 189 
Multimeter 


50 V 60 A DC Power 
Supply 


Resistor Load Bank Configured to 
provide 6Q Resistance 


Figure I-10 Current Transducer Calibration Setup 
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Transducer output was extremely linear; therefore a linear fit was used to generate a 
calibration curve. The calibration curve relates transducer output in Volts to current draw in 
Amps. The upper plot in Figure I-11 shows a scatter of FLUKE multitmeter reading (standard) 
and Hall Effect transducer output. Additionally, this plot highlights the resulting fit equation and 
its metric for goodness of fit, R 2 . This curve was used to evaluate sensed current and the error 
from the standard. Absolute measurement error for each level of is displayed in the lower plot in 
Figure 1-11. The maximum absolute error from the standard was 0.013 A. 




Figure 1-11 Hall Effect Sensor Calibration Curve and Absolute Error 


Figure 1-12 is a screenshot of spreadsheet format used to determine sensor uncertainty. 
The sheet contains 4 colu mn s of data: Transducer Output, Multimeter Reading, Measurement 
from Calibration Curve, and Absolute Error of Measurement from Calibration Curve and 
Multimeter Reading. There are 210 rows of data which corresponds to 5 readings at each interval 
of fixed current (-10, -9.5, -9...9, 9.5, 10). The maximum absolute error reported in the 
spreadsheet matched that of the lower plot in Figure 1-12, 0.013 A. 
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Transducer 
Output IV] 

MultiMeter Measurement [A] 
(standard) 

Measured Amperage from 
Linear Fit Calibration Curve [A] 

Absolute Measurement 

Error [A] 

-0.001335 

0.0043 

0.013268808 

0.008968808 

-0.001422 

0.0043 

0.012719359 

0.008419359 

-0.0013 IS 

0.0043 

0.013376171 

0.009076171 

-0.001286 

0.0043 

0.013578267 

0.009278267 

-0.001336 

0.0043 

0.013262492 

0.008962492 

0.073695 

0.4795 

0.487120773 

0.007620772 

0.073562 

0.4795 

0.486280811 

0.006780811 

0.073766 

0.4795 

0.487569173 

0.008069173 

0.073536 

0.4795 

0.486116608 

0.006616608 

0.07369 

0.4795 

0.487089195 

0.007589195 

0.148055 

0.9504 

0.956741353 

0.006341353 

0.147967 

0.9504 

0.956185589 

0.005785588 

0.14792 

0.9504 

0.95588876 

0.00548876 

0.148005 

0.9504 

0.956425578 

0.006025577 

0.147921 

0.9504 

0.955895076 

0.005495076 

0.237026 

1.5131 

1.518637703 

0.005537703 

0.236915 

1.5131 

1.517936683 

0.004836683 

0.236963 

1.5131 

1.518239827 

0.005139827 

0.236963 

1.5131 

1.518239827 

0.005139827 

0.236857 

1.5131 

1.517570384 

0.004470384 


Figure 1-12 Screen shot of recorded data and error calculation 


FLUKE multimeter accuracy when measuring DC Current was found in “FLUKE Model 
187 & 189 True RMS Multimeter User’s Manual” at 

assets.fluke.com/manuals/187_l 89_umeng0200.pdf. According to the specification section for 
10 A range multimeter resolution is 0.001 A and accuracy is ± 0.5% of reading. 

FLUKE multimeter is within spec in accordance with mandatory annual calibration 
procedures executed by Precision Measurement Equipment Laboratory (PMEL); thus total 
uncertainty for the Hall Effect current sensor after calibration is the sum of the maximum 
reported error and the uncertainty of the FLUKE multimeter. Uncertainty of the FLUKE 
multimeter was calculated as ± 0.5% of -8.6 A, the value of current which corresponded to 
maximum transducer error. 

Overall uncertainty: 

FLUKE Multimeter: ± 0.043 A Max Transducer Error: ± 0.013 A 

Max Sensor Uncertainty: ± 0.043 A ± 0.013 A = ± 0.056 A 
Range: ± 10.0 A 

Tektronix P5200 Voltage Probe Calibration 

A differential voltage probe is used to measure DC Link Voltage of a PMDC motor drive 
as part of an Electromechanical Actuation System. In order to quantify Voltage Probe 
uncertainty a calibration process was undertaken which utilized a High Voltage DC Source and 
High Precision Digital Voltmeter. These items are highlighted in Figure 1-13. 

Method: 

Gathered a High DC Voltage Source and varied the output from -900Vdc to 900Vdc at 
increments of 50 Vdc while monitoring voltage probe output and comparing against Digital 
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Voltmeter Reading. Voltage was manually adjusted and Probe/Voltmeter output recorded by a 
Lab VIEW control program. 1000 samples of probe output were recorded, and the average of 
those 1000 samples was calculated. This process was repeated 5 times at each fixed level of 
voltage. The HP 3456A Digital Voltmeter served as our standard and uncertainty associated with 
this device is reported below. Voltmeter measurement uncertainty was accounted for in overall 
uncertainty calculation of the voltage probe. 



Figure 1-13 Voltage Probe Calibration Setup 


Transducer output was slightly nonlinear; therefore a 2 nd order polynomial fit was used to 
generate a calibration curve. The calibration curve relates transducer attenuated output in Volts 
to Voltage of the Source. The upper plot in Figure 1-14 shows a scatter of Voltmeter reading 
(standard) and P5200 Voltage Probe output. Additionally, this plot highlights the resulting fit 
equation and its metric for goodness of fit, R 2 . This curve was used to evaluate sensed voltage 
and the error from standard. Absolute measurement error for each level of is displayed in the 
lower plot in Figure 1-14. The maximum absolute error from the standard was 0.81 V. 
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Figure 1-14 Voltage Probe Calibration Curve and Absolute Error 


Figure 1-15 is a screenshot of spreadsheet format used to determine sensor uncertainty. 
The sheet contains 4 columns of data: Transducer Output, Voltmeter Reading, Measurement 
from Calibration Curve, and Absolute Error of Measurement from Calibration Curve and 
Voltmeter Reading. There are 190 rows of data which corresponds to 5 readings at each interval 
of fixed voltage (-900,-850,-800...800,850,900). The maximum absolute error reported in the 
spreadsheet matched that of the lower plot in Figure 1-15, 0.81 V. 
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RMS Transducer Output [V] 

Multimeter Voltage [V] 

Measured Voltage from Polynomial Fit 

Absolute Measurement Error IV] 

(Standard) 

Calibration Curve [V] 

-0.002121 

0.014 

-0.07092329 

0.08492329 

-0.002096 

0.014 

-0.058333332 

0.072333332 

-0.002208 

0.014 

-0.114736365 

0.128736365 

-0.002155 

0.014 

-0.088045638 

0.102045638 

-0.00213 

0.014 

-0.075455676 

0.089455676 

-0.002145 

-0.015 

-0.083009653 

0.068009653 

-0.002147 

-0.015 

-0.08401685 

0.06901685 

-0.002161 

-0.015 

-0.091067229 

0.076067229 

-0.002122 

-0.015 

-0.071426889 

0.056426889 

-0.002164 

-0.015 

-0.092578025 

0.077578025 

-0.10146 

-49.971 

-50.11740731 

0.14640731 

-0.101465 

-49.971 

-50.11992727 

0.148927267 

-0.101434 

-49.971 

-50.10430353 

0.133303533 

-0.101456 

-49.971 

-50.11539134 

0.144391344 

-0.101436 

-49.971 

-50.10531152 

0.134311516 

0.097335 

49.97 

49.99538909 

0.025389086 

0.097248 

49.97 

49.95161025 

0.018389752 

0.097305 

49.97 

49.98029294 

0.010292938 

0.09731 

49.97 

49.98280896 

0.012808963 

0.097302 

49.97 

49.97878332 

0.008783323 

-0.200728 

-99.945 

-100.1671267 

0.222126679 

-0.200681 

-99.945 

-100.1484645 

0.203464464 

-0.200634 

-99.945 

-100.1197146 

0.174714577 

-0.200759 

-99.945 

-100.1827626 

0.237762592 

-0.200759 

-99.945 

-100.1827626 

0.237762592 

0.196781 

99.94 

100.0175347 

0.077534678 

0.196675 

99.94 

99.96423665 

0.02423665 

0.19675 

99.94 

100.0019475 

0.061947523 

0.196729 

99.94 

99.99138848 

0.0513S8481 

0.196725 

99.94 

99.98937723 

0.049377234 


Figure 1-15 Screen shot of recorded data and error calculation 

Accuracy of the HP 3456A Voltmeter when measuring DC Voltage was determined from 
“3456A Digital Voltmeter Operating and Service Manual” found at 
http://cp.literature.agilent.com/litweb/pdf/03456-90006.pdf. According to the specification 
section, for 1000 Vdc range and 4 Digit 0.01 PLC voltmeter accuracy is ± 0.06% of reading. 

The voltmeter is within spec in accordance with mandatory annual calibration procedures 
executed by PMEL; thus total uncertainty for the voltage probe after calibration is the sum of the 
maximum reported error and the uncertainty of the HP voltmeter. Uncertainty of the voltmeter 
was calculated as ± 0.06% of -899.5 Vdc, the value which corresponded to maximum transducer 
error. 

Overall uncertainty: 

HP Voltmeter: ± 0.54 V Max Probe Error: ± 0.81 V 
Max Sensor Uncertainty: ± 0.54 V ± 0.81 V = ± 1.35 V 
Range: ± 900 V 
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APPENDIX J 
EXPERIMENT NOISE 

High frequency switching power electronics apart of the EMA servo drive have plagued 
the experiment with electromagnetic interference (EMI) and noise issues throughout its existence. 
In an effort to quantify Drive’s impact on measurement noise 30 seconds of data for each 
measurement was sampled for 3 different scenarios. Each measurement was captured at the same 
rate used during experiments—stroke and force (210 Hz), voltage and current (3012 Hz). First, 
the EMA system powered on, the drive enabled, and no load and stroke was commanded. In that 
state the DC link was energized and measured approximately 333 Vdc. With no load or position 
command current draw should be zero and stroke/force should not change with time. The 
resulting variation in stroke, force, DC link voltage, and DC link current are shown in Figure J-l. 



Time [s] Time [s] 


Figure J-l EMA system powered on, drive enabled, and no load 

Second, the EMA system was powered on, but the drive was not enabled. Under this scenario the 
DC link is still energized but the EMA is not able to execute position or load commands. 
Measurement results are shown in Figure J-2. 
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Time [s] Time [s] 

Figure J-2 EM A system powered on, drive disabled 


Last, the EMA system was not powered on and 30 seconds of measurements was executed. 
Under this state, the DC link was not energized and therefore no stroke or load commands were 
possible either. Figure J-3 shows the measurement results. 



Time [s] 


Time [s] 


Figure J-3 EMA system powered off 

The various levels of noise per measurement type are summarized in Table J-l. 

Overall, each measurement experienced several times more variation when the EMA system was 
powered on and the servo drive enabled rather than powered on and disabled. Little change in 
magnitude for each measurement type occurred when the system was powered on and disabled 
as opposed to powered off. In general even with the EMA drive powered on and enabled the 
range of noise was less than 1% of the sensor’s full scale range for stroke, force, and voltage. 
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Current transducers were more susceptible to noise and exhibited noise range upwards of 5% of 
the sensor’s full scale range. 

Table J-l 



Stroke [mm" 


System State 

Noise Range 

Sensor Range 

% of Full Range 

powered on, drive enabled, and no load 

2.22 

254 

0.87% 

powered on, drive disabled 

1.27 

254 

0.50% 

system powered off 

O.OS 

254 

0.03% 



Force [N] 

System State 

Noise Range 

Sensor Range 

% of Full Range 

powered on, drive enabled, and no load 

342 

20000 

0.17% 

powered on, drive disabled 

6.45 

20000 

0.03% 

system powered off 

6.45 

20000 

0.03% 



Voltage [V 


System State 

Noise Range 

Sensor Range 

% of Full Range 

powered on, drive enabled, and no load 

11.16 

2000 

0.56% 

powered on, drive disabled 

1.73 

2000 

0.09% 

system powered off 

1.1 

2000 

0.06% 



Current [A] 

System State 

Noise Range 

Sensor Range 

% of Full Range 

powered on, drive enabled, and no load 

0.979 

20 

4.90% 

powered on, drive disabled 

0.014 

20 

0.07% 

system powered off 

0.012 

20 

0.06% 


Experiment Noise Mitigation 

At even integer values of sampling frequency a consistent pulse shows up on all analog 
measurements when the EMA servo drive is enabled. After several hours of investigating and 
tracking potential reasons for these spikes it was determined offsetting the sampling frequency to 
an odd integer value alleviated the noise. It could not be determined if the noise was radiated or 
conducted from the servo drive. However, sampling at odd integer frequencies and employing 
analog low pass filters alleviated high frequency noise associated with power electronics 
switching within the servo drive. 
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Aliasing at certain Sampling Frequencies 

Current Transducer Output with Danaher Drive Enabled 



Figure J-4 NI-DAQmx Interface for two different sampling frequencies 

***Aliasing of both mechanical and electrical measurements seems to be alleviated when sampling frequencies of 
odd integer values are used. For example, 2000Hz was used for DC Link Voltage and Current in Figure J-5 but in J- 
6 1550Hz was used. Mechanical parameters (force and stroke) were sampled at 200Hz in Figure J-5 but 210Hz in J- 
6 . 



Figure J-5 Lab VIEW VI used for Test Control and Data Acquisition—Even Sampling Frequency 
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Figure J-6 Lab VIEW VI used for Test Control and Data Acquisition—Odd Sampling Frequency 
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APPENDIX K 

ADDITIONAL TEST RESULTS 
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Holding Tests Summary 

All tests were executed with the actuator placed inside the environmental chamber but 
two types of holding test environments were completed, one without active temperature control 
and one with active temperature control. Tests completed without active temperature control did 
not utilize the chamber’s heating or cooling capacity. Tests completed with active temperature 
control utilized the environmental chamber heating and cooling capacity to maintain the 
environmental temperature setpoint. The purpose of holding tests was to determine the impact of 
actively controlling chamber temperature on EMA power draw and heat loss. First, the ambient 
temperature was passively controlled by enclosing the environmental chamber around the EMA 
while it was loaded at 25% of stall force (1500 N). Without active control meant the 
environmental chamber was not powered and therefore no use of heating elements, nitrogen 
vapor, or fan to maintain the 22°C setpoint. By not actively controlling the chamber ambient, 
EMAS heat generation did in fact slightly increase chamber temperature. However, not actively 
controlling the chamber temperature did not significantly impact motor TC temperature rise. 
Average motor TC temperature rise for both no active control and active control was 
approximately 4°C. Energy results and thermal summary are presented in tables K-l and K-2, 
respectively. Note, thermal energy was based on the energy analysis developed in section 4.7.3 
and was calculated as the difference in electrical and mechanical energy. 


Table K-l Holding Tests COE Summary 


Test 

Post Test Analysis 

Profile 

Profile Description 

Electrical 
Energy [J] 

Mechanical 
Energy [J] 

Thermal 
Energy [J] 

Efficiency 

Hard Hold 

Tension 

0 velocity against 25% of stall force without active 
temperature control 

463 , 81612,783 

4 . 71.05 

463 , 81112,783 

0 % 

0 velocity against 25% of stall force at environment 
temperature 22°C 

478 , 47712,871 

71.07 

478,470 1 2,871 

0 % 

0 velocity against 25% of stall force at environment 
temperature 70°C 

398 , 96312,394 

2 . 61.03 

398 , 96012,394 

0 % 

Hard Hold 
Compression 

0 velocity against 25% of stall force at environment 
temperature 22°C 

646 , 04713,876 

1 . 71.02 

646,0451 3,876 

0 % 


160 

Approved for public release; distribution unlimited. 













Table K-2 Holding Tests Thermal Summary 


Test 

Post Test Analysis 

Profile 

Profile Description 

Peak TC ROC 
[°C/s] 

Max Motor 

Case- 

Ambient AT 
[°C] 

Avg. Current 
[A] 

Peak Current [A] 

Hard Hold 

Tension 

0 velocity against 25% of stall force without active 
temperature control 

0.03 

4.18 

1.15 

1.32 

0 velocity against 25% of stall force at environment 
temperature 22°C 

0.03 

2.95 

1.19 

1.35 

0 velocity against 25% of stall force at environment 
temperature 70°C 

0.02 

1.39 

0.99 

1.31 

Hard Hold 
Compression 

0 velocity against 25% of stall force at environment 
temperature 22°C 

0.04 

3.15 

1.63 

1.95 


Holding in Tension without Active Temperature Control Mechanical Results 
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Figure K-l Holding in Tension without Active Temperature Control—Input and Measured Stroke 


- Measured Stroke, Min: -0 64. Max 3 50 

-Input Stroke, Mim: 0.00, Max: 0 00 
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Figure K-2 Holding in Tension without Active Temperature Control—Input and Measured Force 
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Figure K-3 Holding in Tension without Active Temperature Control—Calculated Velocity 
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Figure K-4 Holding in Tension without Active Temperature Control—Calculated Mechanical Power 
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Holding in Tension without Active Temperature Control Electrical Results 


. - DC Voltage. Min 332 38, Max: 33745 
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Figure K-5 Holding in Tension without Active Temperature Control—Measured DC Bus Voltage 
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Figure K-6 Holding in Tension without Active Temperature Control—Measured DC Bus Current 
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Figure K-7 Holding in Tension without Active Temperature Control—Calculated Electrical Power 
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Figure K-8 Holding in Tension without Active Temperature Control—Measured Regen Circuit Current 
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Holding in Tension without Active Temperature Control Thermal Results 

- TC 0 Motor Winding, Min: 23.56, Max: 28.21 

- TC 1 Motor Winding, Min: 23.60, Max: 27.45 

- TC 2 Mot or Winding, Min: 23.77, Max: 28.77 

-TC 10 Motor Case, M in: 23.45, Max: 26.89 


- TC 15 Motor Ambient near Case, Min: 22.35, Max: 22.79 

TC 16 Chamber Ambient, Min: 22.20, Max 22.72 



Figure K-9 Holding in Tension without Active Temperature Control—EM A Temperature 

- TC 51 GST Heat Sjpreader 1. Min: 26 21 .Max 27.66 

- TC 6! e©T Heat S&reefer 2, Min: 26 33, Ma* 2811 

-- ■ TC 71 GST Heat Sweater 3. Mr: 25 80. Max 27.21 

- TC S Regen Tran sister. Min: 22 89, Mac 22.9$ 

TC 9 Regen Resistor, Min 22.50, Marc: 22.93 
TC 11 Driver Ambient outside- Case. Min: 23.06, Maix: 23.97 
- TC 13 Heat Sink Ambient near Case. Mn: 25,07, Max: 26 11 


■TC 14 Heart: Sink Fin Base. Mm: 23.93. Max: 24 39 



Figure K-10 Holding in Tension without Active Temperature Control—Motor Controller Temperature 

Note: Motor Controller was outside the environmental chamber. 
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Figure K-l 1 Holding in Tension without Active Temperature Control—Thermal Results 
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Holding in Tension without Active Temperature Control Conservation of 
Energy 

Note: Calculated electrical energy (green) was covered by calculated thermal energy (red) 
in Figure K-12 because both trends were very similar. 
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Holding in Tension with Active Temperature Control Mechanical Results 
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Figure K-13 Holding in Tension with Active Temperature Control—Input and Measured Stroke 
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Figure K-14 Holding in Tension with Active Temperature Control—Input and Measured Force 
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Figure K-15 Holding in Tension with Active Temperature Control—Calculated Velocity 



Figure K-16 Holding in Tension with Active Temperature Control—Calculated Mechanical Power 
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Holding in Tension with Active Temperature Control Electrical Results 
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Figure K-17 Holding in Tension with Active Temperature Control—Measured DC Voltage 
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Figure K-18 Holding in Tension with Active Temperature Control—Measured DC Current 
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Figure K-19 Holding in Tension with Active Temperature Control—Calculated Electrical Power 
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Figure K-20 Holding in Tension with Active Temperature Control—Measured Regen Circuit Current 
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Holding in Tension with Active Temperature Control Thermal Results 

- TC 0 Motor Winding. Min: 22.90, Max: 27.18 

-TC 1 MotorWinding, Min: 22.84, Max: 25.71 

- TC 2 MotorWinding. Min: 23.00, Max: 27.01 

TC 10 Motor Case, Min: 22.69, Max: 25.23 


- TC 15 Motor Ambient near Case, Min: 22.24, Max: 22.42 

TC 16 Chamber Ambient, Min: 22.24, Max: 22.36 



Figure K-21 Holding in Tension with Active Temperature Control—EMA Temperature 

- TC 5IGBT Heat Spreader 1, Min: 25.68, Max: 27.31 

- TC 6 IGBT Heat Spreader 2, Min: 25.90, Max: 27.89 

- TC 7 IGBT Heat Spreader 3. Min: 25.36, Max: 27.05 

- TC 8 Regen Transistor, Min: 22.58, Max: 22.71 

TC 9 Regen Resistor, Min: 22.19, Max: 22.67 
— TC 11 Driver Ambient outside Case, Min: 22.75, Max: 23.71 
-TC 13 Heat Sink Ambient near Case, Min: 24.67, Max: 25.91 


TC 14 Heat Sink Fin Base, Min: 23.66, Max: 24.22 



Figure K-22 Holding in Tension with Active Temperature Control—Motor Controller Temperature 

Note: Motor Controller was outside the environmental chamber. 
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Figure K-23 Holding in Tension with Active Temperature Control—Thermal Results 
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Holding in Tension with Active Temperature Control Conservation of Energy 

Note: Calculated electrical energy (green) was covered by calculated thermal energy (red) 
in Figure K-24 because both trends were very similar. 



Figure K-24 Holding in Tension with Active Temperature Control—Calculated COE 
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Holding in Tension at 70°C Environment Temperature Mechanical Results 
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Figure K-25 Holding in Tension at 70°C Environment Temperature—Input and Measured Stroke 


- Measured Stroke, Mur -0.3S. Mai* 3 13 

-Input Stroke, Min: 0.00, Max: 0.00 


- Measued Force. Min: -1240 93, Max 1651 04 
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Figure K-26 Flolding in Tension at 70°C Environment Temperature—Input and Measured Force 
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Figure K-27 Holding in Tension at 70°C Environment Temperature—Calculated Velocity 



Figure K-28 Holding in Tension at 70°C Environment Temperature—Calculated Mechanical Power 
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Holding in Tension at 70°C Environment Temperature Electrical Results 



0 IDO 200 300 400 500 000 TOO 000 900 1000 1100 1200 

Time(s] 

Figure K-29 Holding in Tension at 70°C Environment Temperature—Measured DC Bus Voltage 
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Figure K-30 Holding in Tension at 70°C Environment Temperature—Measured DC Bus Current 
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Figure K-31 Holding in Tension at 70°C Environment Temperature—Calculated Electrical Power 
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Figure K-32 Holding in Tension at 70°C Environment Temperature—Measured Regen Circuit Current 
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Holding in Tension at 70°C Environment Temperature Thermal Results 

- TC 0 Motor Winding, M in: 70.74, Max: 72.41 

- TC 1 Motor Wnding, Min: 70.68, Max: 73.55 

- TC 2 Motor Wnding, M in: 70.53, Max: 73.44 

TC 10 Motor Case, M in: 70.02, Max: 71 .39 


- TC 15 Motor Ambient near Case, Min: 69.84, Max: 70.52 

TC 16 Chamber Ambient, Min: 69.82, Max 70.94 



■ TC 51 GET Haa Spreader 1, Min 25.16. Mac: 26 68 
TC 6IGBT Hea Spreader 2, Min 25.37. Max: 26.77 
TC 7IGBT Hea Spreader 3. Min 24 SO. Mac: 25.91 
TC 8 Regen Transistor, Min: 22.80. Mac 22 89 
TC 9 Regen Resistor. Min 22.61, Max 22 89 


TC 11 CTwer Ambient oulsirfe Case. Min: 21,94, Mac: 23.12 
TC 16 Heat Sink Ambi ent nea Case, Min: 24 . 12. Max 25.01 
TC 14 Hast Sink Fin Base, Min: 26.00. Marc 23.59 



Figure K-34 Holding in Tension at 70°C Environment Temperature—Motor Controller Temperature 

Note: Motor Controller was outside the environmental chamber. 
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Figure K-35 Holding in Tension at 70°C Environment Temperature—Thermal Results 
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Holding in Tension at 70°C Environment Temperature Conservation of 
Energy 

Note: Calculated electrical energy (green) was covered by calculated thermal energy (red) 
in Figure K-36 because both trends were very similar. 



Figure K-36 Holding in Tension at 70°C Environment Temperature—Calculated COE 
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Holding in Compression at 22°C Environment Temperature Mechanical 
Results 
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Figure K-37 Holding in Compression at 22°C Environment Temperature—Input and Measured Stroke 



Figure K-38 Holding in Compression at 22°C Environment Temperature—Input and Measured Force 
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Figure K-39 Holding in Compression at 22°C Environment Temperature—Calculated Velocity 



Figure K-40 Holding in Compression at 22°C Environment Temperature—Calculated Mechanical Power 
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Holding in Compression at 22°C Environment Temperature Electrical Results 
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Figure K-41 Holding in Compression at 22°C Environment Temperature—Measured DC Bus Voltage 


- DC Current, Min: 0,10. Max 1.95 



I * I i M I i I ■ I » I ■ I 


-M—h 


0 1 00 300 300 400 500 000 700 500 900 1000 It 00 1300 

Time [s] 


Figure K-42 Holding in Compression at 22°C Environment Temperature—Measured DC Bus Current 
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Figure K-43 Holding in Compression at 22°C Environment Temperature—Calculated Electrical Power 
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Figure K-44 Holding in Compression at 22°C Environment Temperature—Measured Regen Circuit Current 
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Holding in Compression at 22°C Environment Temperature Thermal Results 

- TC 0 Motor Winding, Min: 24.92, Max: 29.92 

- TC 1 Motor Winding, Min: 25.11, Max: 27.79 

- TC 2 Motor Winding, Min: 25.09, Max: 29.87 

TC 10 Motor Case, Min: 23.70, Max: 25.41 


- TC 15 Motor Ambient near Case, Min: 22.29, Max: 22.45 

TC 16 Chamber Ambient, Min: 22.17, Max 22.34 



Figure K-45 Holding in Compression at 22°C Environment Temperature—EMA Temperature 

- TC 5IGBT Heat Spreader 1, Min: 24.70, Max: 27.12 

- TC 6 IGBT Heat Spreader 2, Min: 24.88, Max: 27.82 

- TC 7 IGBT Heat Spreader 3, Min: 24.26, Max: 26.82 

- TC 8 Regen Transistor, Min: 22.20, Max: 22.54 

TC 9 Regen Resistor, Min: 21.77, Max: 22.53 
— TC 11 Driver Ambient outside Case. Min: 21.83, Max: 22.84 
TC 13 Heat Sink Ambient near Case. Min: 23.62, Max: 25.49 


TC 14 Heat Sink Fin Base, Min: 22.62, Max: 23.57 



Figure K-46 Holding in Compression at 22°C Environment Temperature—Motor Controller Temperature 

Note: Motor Controller was outside the environmental chamber. 
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Figure K-47 Holding in Compression at 22°C Environment Temperature—Thermal Results 
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Holding in Compression at 22°C Environment Temperature Conservation of 
Energy 

Note: Calculated electrical energy (green) was covered by calculated thermal energy (red) 
in Figure K-48 because both trends were very similar. 
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Short Mission Tests Summary 

A short mission test was constructed to replicate a three minute highly dynamic 
mechanical profile and compare component temperature responses when executed in minimum 
bay temperature at altitude (~15°C) and maximum continuous bay temperature (70°). These tests 
were executed to gain insight on the electrical energy required to complete the same mechanical 
profile but at two vastly different ambient conditions. Note, thermal energy was based on the 
energy analysis developed in section 4.7.3 and was calculated as the difference in electrical and 
mechanical energy. 

Table K-3 Short Mission Test COE Summary 


Test 

Post Test Analysis 

Profile 

Profile Description 

Electrical 
Energy [J] 

Mechanical 
Energy [J] 

Thermal 
Energy [J] 

Efficiency 

Short Mission 

Mission segment representative stroke, force at 
environment temperature ~15°C 

140,862 ±845 

3,423 ± 34 

137,439 ± 825 

2% 

Mission segment representative stroke and force at 
environment temperature 70°C 

59,248 ±356 

7,374 ±74 

51,874 ±311 

12% 


Table K-4 Short Mission Test Thermal Summary 


Test 

Post Test Analysis 

Profile 

Profile Description 

Peak TC ROC 
[•C/s] 

Max Motor 

Case- 

Ambient AT 
[»C] 

Avg. Current 
[A] 

Peak Current [A] 

Short Mission 

Mission segment representative stroke, force at 
environment temperature ' V 15°C 

0.22 

15.11 

1.86 

8.23 

Mission segment representative stroke and force at 
environment temperature 70°C 

0.06 

1.04 

0.77 

5.13 
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Short Mission at ~15°C Simulated Bay Temperature Mechanical Results 
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Figure K-49 Short Mission at ~15°C Simulated Bay Temperature—Input and Measured Stroke 

4000 ■ 

- Meas wed Force. Min: -2381 .12, Max: 36-25.12 

- input Fores, Mir: -1123.84, Max 1087.09 


2000 


-3000 



Time [s] 

Figure K-50 Short Mission at ~15°C Simulated Bay Temperature—Input and Measured Force 
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Figure K-51 Short Mission at ~15°C Simulated Bay Temperature—Input and Measured Environment Temperature 
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Figure K-52 Short Mission at ~15°C Simulated Bay Temperature—Calculated Velocity 


192 

Approved for public release; distribution unlimited. 





























































0 50 100 150 200 

Time [s] 

Figure K-53 Short Mission at ~15°C Simulated Bay Temperature—Calculated Mechanical Power 
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Short Mission at ~15°C Simulated Bay Temperature Electrical Results 
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-54 Short Mission at ~15°C Simulated Bay Temperature—Measured DC Bus Voltage 



Time [s] 

Figure K-55 Short Mission at ~15°C Simulated Bay Temperature—Measured DC Bus Current 
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K-56 Short Mission at ~15°C Simulated Bay Temperature—Calculated Electrical Power 


- Regen Current, Min: -0.16, Max: 0.14 
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Figure K-57 Short Mission at ~15°C Simulated Bay Temperature—Measured Regen Circuit Current 


195 

Approved for public release; distribution unlimited. 










































































































































Short Mission at ~15°C Simulated Bay Temperature Thermal Results 

- TC 0 Mot or Winding, Min; -2.97, Max 5.14 

- TC 1 Motor Winding, Min: -3.21. Max 4.97 

- TC 2 Motor Winding, Min: -2.96, Max 4.34 

-TC 10 Motor Case, Min: 4.32, Max -1.99 


- TC 15 Motor Ambient near Case, Min: -16.54, Max -12.41 

TC 16 Chamber Ambient, Min: -18.07, Max: -12.98 



Figure K-58 Short Mission at ~15°C Simulated Bay Temperature—EMA Temperature 

■ - TC 51 GST Heat Spreader 1, Mn: 25.16, Max: 2S 62 

- TC 61 GST Heat Spreader 2, fvm 25 38, Max 29 38 

- -TC 71 GST Heat Spreader 3, Mn: 24 78, Max: 27 90 

- TC 8 Regen Transistor, Min: 22.95, Max: 2102 

TC 9 Regen Resistor, Min 22,77, Max 22.99 

TC 11 Driver Ambient outeuJe Case. Min 22.22, Max 22,84 

■ - TC 13 Heat Sink Ambient near Ca^e. Mm: 24.15, Max: 25.93 


■TC 14 Heat Sink Fin Base. Mm 23.21. Max: 23.92 



Figure K-59 Short Mission at ~15°C Simulated Bay Temperature—Motor Controller Temperature 

Note: Motor Controller was outside the environmental chamber. 
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Figure K-60 Short Mission at ~15°C Simulated Bay Temperature—Thermal Results 
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Short Mission at ~15°C Simulated Bay Temperature Conservation of Energy 
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Short Mission at 70°C Mechanical Results 
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Figure K-62 Short Mission at 70°C Environment Temperature—Input and Measured Stroke 



Figure K-63 Short Mission at 70°C Environment Temperature—Input and Measured Force 
Figure K-64 Short Mission at 70°C Environment Temperature—Input and Measured Environment Temperature 
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Power [W] Velocity [mm/sj 
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- Measured Velocity, Min: -83.11. Max: 86 71 

-Input velocity. Mm -76 37, Max gi 97 
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Figure K-65 Short Mission at 70°C Environment Temperature—Calculated Velocity 
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Figure K-66 Short Mission at 70°C Environment Temperature—Calculated Mechanical Power 
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Short Mission at 70°C Electrical Results 
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Figure K-67 Short Mission at 70°C Environment Temperature—Measured DC Bus Voltage 
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Figure K-68 Short Mission at 70°C Environment Temperature—Measured DC Bus Current 
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Figure K-69 Short Mission at 70°C Environment Temperature—Calculated Electrical Power 
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Figure K-70 Short Mission at 70°C Environment Temperature—Measured Regen Circuit Current 
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Short Mission at 70°C Thermal Results 


- TC 0 Motor Winding, M in: 71.06. Max: 73.05 

- TC 1 Motor Winding, Min: 71.27, Max: 73 .05 

- TC 2 Motor Winding, Min: 71.06, Max: 72 .92 

TC 10 Motor Case, Min: 70.43, Max: 71.26 


- TC 15 Motor Ambient near Case, Min: 70.12, Max: 70.35 

TC 16 Chamber Ambient, Min: 70.05, Max 70.46 



Figure K-71 Short Mission at 70°C Environment Temperature—EMA Temperature 

- TC SIGBTHea Spreader 1. Min 25.IS.Max: 2642 

- TC 61 GET Hea Spreader 2. Min: 25.36. Max: 26 34 

- TC 71 GET Hea Spreader 3. Min 24 74. Max: 25 SO 

- TC 3 Reger Transistor, Min 22.73. Max: 22.82 

TC 9 Regen Resistor. Min: 22.41. Max 22.84 

TC 11 DrMer Ambient outside Case, Min 22.16, Max: 22.85 

■- TC 13 Heat Sink Ambient nea Case, Min: 24.08. Max 24.74 

- TC 14 Heat Sink Fin Base. Min: 2293. Max: 23.40 



Figure K-72 Short Mission at 70°C Environment Temperature-Motor Controller Temperature 

Note: Motor Controller was outside the environmental chamber. 
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Figure K-73 Short Mission at 70°C Environment Temperature—Thermal Results 
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Short Mission at 70°C Conservation of Energy 



Figure K-74 Short Mission at 70°C Environment Temperature—Calculated COE 
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Extended Mission Test Summary 

Extended mission profile was artificially created based on EMA performance data and 
simulated realistic mechanical duty cycle and ambient conditions. Extended mission was 
executed against an artificially created environment temperature profile based on 1% hot day 
conditions. Overall efficiency of the EMAS for the entire mission was 4% because EMAS was 
operating at low to near zero velocity for a large portion of the time. Note, thermal energy was 
based on the energy analysis developed in section 4.7.3 and was calculated as the difference in 
electrical and mechanical energy. 

Table K-5 Extended Mission Test COE Summary 


Test 

Post Test Analysis 

Profile 

Profile Description 

Electrical 
Energy [J] 

Mechanical 
Energy [J] 

Thermal 
Energy [J] 

Efficiency 

Extended 

Mission 

Full mission representative stroke, force at 1% Hot 
Day environment temperature 

1,107,397 ± 6644 

40,654 ±407 

1,066,743 ± 6401 

4% 


Table K-6 Extended Mission Test Thermal Summary 


Test 

Post Test Analysis 

Profile 

Profile Description 

Peak TC ROC 

[•C/s] 

Max Motor 

Case- 

Ambient AT 

pc] 

Avg. Current 
[A] 

Peak Current [A] 

Extended 

Mission 

Full mission representative stroke, force at 1 % Hot 
Day environment temperature 

0.09 

22.00 

0.46 

6.43 
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Extended Mission Mechanical Results 
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Figure K-75 Extended Mission—Input and Measured Stroke 


207 

Approved for public release; distribution unlimited. 


















































Force [NJ 
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- Measured Force. Min: -SI 72 45, Mas 4686 63 

-Input Force. Min: -1104 05, Max 1089 44 
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Figure K-76 Extended Mission—Input and Measured Force 
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Figure K-77 Extended Mission—Input and Measured Environment Temperature 
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Figure K-78 Extended Mission—Calculated Velocity 
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Figure K-79 Extended Mission—Calculated Mechanical Power 
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Extended Mission Electrical Results 
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Figure K-80 Extended Mission—Measured DC Bus Voltage 
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Figure K-81 Extended Mission—Measured DC Bus Current 
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Figure K-82 Extended Mission—Calculated Electrical Power 
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Figure K-83 Extended Mission—Measured Regen Circuit Current 
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Extended Mission Thermal Results 


- TC 0 Motor Winding, Min: 24.82 .Max: 43.30 

TC 1 Motor Winding, Min: 24.65, Max: 43.28 

- TC 2 Motor Winding, Min: 24.86, Max: 43.31 

TC 10 Motor Case, M in: 23.54, Max: 42.64 


- TC 15 Motor Am bient near Case, Min: 1 2.58, M ax: 60.29 

TC 16 Chamber Ambient, Min: 11.33, Max 62.15 



Figure K-84 Extended Mission—EMA Temperature 
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TC 5IGET Heat Spreader 1 Min: 24.97. Mas 26.83 
TC 6 IGE3T Heat Spreader 2, Min: 25 20. Mas 27 08 
TC 7 IGET Heat Spreader 3. Min: 24.60, Mas 26.05 
TC 8 Regen Transistor, Min: 22 45. Mas 22,83 
TC 9 Regen Resistor, Mm: 22.18 L MaK: 22.79 
TC 11 Driver Ambient outside Case. Min: 21.67. Mat: 23.1,2 
TC 13 Heat Sink Ambient near Case. Min: 23 87 a Mar 24 84 
TC 14 Heat Sink Fin 8ase. Min 22,63. Maw: 23 39 



Figure K-85 Extended Mission—Motor Controller Temperature 

Note: Motor Controller was outside the environmental chamber. 
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Figure K-86 Extended Mission—Thermal Results 
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Extended Mission Conservation of Energy 
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